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FOREWORD 


Clean water in sufficient quantity when and where it is needed has 
become a cry of the 1960's. Water has always been basic to man’s sur- 
vival -- and it is essential to his economic and social well-being. But 
never has this Nation required so much water for homes, factories, farms 
and recreation as it does today. Nor have the discarded wastes of cities, 
industry and agriculture ever posed such enormous threats ,to our water 
resource as they do today. 

Development of the water resource presently involves an expenditure 
of about $10 billion a year in this country. Water pollution control has 
high priority in this development. New municipal and industrial waste 
treatment works over the next 20 years have been priced out at $42 billion. 
Both Congress and State Legislatures have enacted laws and there are 
both Federal and State programs, working very closely together, to protect 
the quality of the Nation’s water resources. 

We could ill afford to expend such great sums and effort for water 
pollution prevention and abatement without accurate bookkeeping on ac- 
complishments and further needs. For many years the Public Health Serv- 
ice has collected, analyzed and published data on municipal sewage 
disposal systems and waste treatment facilities. The last such publica- 
tion was in 1958 covering 1957 data. It contained, in addition to the 
municipal data, limited information on industrial waste treatment facilities 
(PHS Publication No. 622). 

This newest report contains data on only the municipal waste treat- 
ment facilities as of January 1, 1962. Grateful acknowledgment is made 
to the Individual State agencies who assisted in the inventory, and which 
are named at the beginning of each State listing. 

G. E. McCALLUM 
Assistant Surgeon General 
Chief, Division of 
Water Supply and Pollution Control 
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NOTES REGARDING TABULATIONS 


GENERAL 

This Inventory contains the latest 
available data for all sources of munici- 
pal pollution which are of significance 
in water pollution control programs. 

Each individual item listed in column 
1 is defined as an “entry”. 

In the listings, each non-community 
entry is referred to the nearest community, 
whenever possible. Entries appear in 
alphabetical order according to community. 
Entries listed under the same community 
are alphabetized by name, under that com- 
munity. 

When requested by the cooperating 
agency, entries for institutions, schools, 
shopping centers, motels, etc., are listed 
alphabetically after the last municipal 
entry. 

Following each State listing is a table 
showing those sewage disposal facilities 
which serve more than one of the entries, 
together with the names of all entries 
which are served by the particular facility. 

An "x" in the listings indicates that 
the data called for are not available. A 
dash signifies that the data called 
for do not apply to the entry. An asterisk 
indicates that a “Remark” is entered 
in column 15. 


Est. 

Fed. Hous, 
F. H. A. 

Hosp. 

Hts. 

Ind. Res. 
Inst. 

Jet. 

Mon. 

M. U. D. 

M. V. 

Nat. 

Penit. 

P.C. 


Pk. 


--Estate 

Proj. -Federal Housing Project 
-Federal Housing 
Administration 
-Hospital 
-Heights 

--Indian Reservation 
-Institute, Institution 
--Junction 
--Monument 
--Municipal Utility 
District 
--Mill Village 
—National 
-Penitentiary 
--Permanent Camp 
(Recreation, Forest, or 
other) 

--Park 


P. H. A. or 
F. P. H. A. 

P. U. D. 

San. 

Sch. 

S. D. 

Sec. 

S. M. D. 

Sta. 

(T), To., Twp. 
Univ. 


-Public Housing Adminis- 
tration 

-Public Utility District 
--Sanatorium, Sanitarium 
-School 

-Sanitary, Sanitation or 
Sewer District 
--Section 

--Sewer Maintenance 
District 
--Station 

--Town or Township 
-University 


COLUMN (1) COMMUNITY, SEWER OR 
SANITARY DISTRICT OR 
INSTITUTION 

Entries marked with a star are 
disposal facilities which serve one or 
more additional entries. 


The following abbreviations are used. 


Auth. 

Co. 

Col. 

Comm. 

D. or Dist. 
D. R. 


-Authority 

--County 

-College 

-Commission 

--District 

--Dude Ranch 


COLUMN (2) COUNTY NAME 

The name of the county in which the 
community, facility or institution is lo- 
cated. 


COLUMN (3) 1960 CENSUS POPULATION 

For communities, the entry shows the 

1960 population, as reported by the U.S. 
Bureau of the Census, or taken from the 

1961 edition of the Rand McNally Atlas. 
For institutions and others, the figure is 
the same as population served. 
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COLUMN (4) ESTIMATED POPULATION 
SERVED 

The figure appearing indicates the 
estimated total number of people served 
by the facilities. A figure shown in paren- 
theses indicates that the entry is served 
by the facilities of another entry (the lat- 
ter being indicated in column 8). The 
population shown in parentheses is in- 
cluded in that listed under the serving 
entry. 

COLUMN (5) TYPE SEWER SYSTEM 

The type sewer system is coded as 
follows: 

S - Separate (designed to carry do- 
mestic sewage and in- 
dustrial waste sepa- 
rately from storm water 
runoff) 

C - Combined (designed to carry do- 
mestic sewage, indus- 
trial waste, and storm 
water runoff in the same 
sewer) 


COLUMN (6) AVERAGE DAILY FLOW 
(MGD) 

The actual waste flow for the entry. 

An “E" following the flow figure indi- 
cates that the flow has been estimated. 

COLUMN (7) DESIGNED FOR 

Top-line Entry - Average Daily Flow 
( MGD ) - The fl ow for which the facilities 
were designed. 

Bottom-line Entry - PE (1. OOP's ) - The 
population equivalent, in thousands, as 
measured by BOD, for which the facilities 
were designed. 

r MENT 

1 and 

ed 
e- 


ln general, the symbols are arranged 
in the order of sewage flow with sludge 
treatment symbols following thereafter. 
Combination units performing more than 
one function in a single structure are 
denoted by enclosing the appropriate 
symbols in parentheses. Enclosures in 
brackets indicate parallel or alternate 
operation. Chlorination, where used, is 
usually noted only once for each plant 
regardless of whether actual application 
is made at more than one point. 

See Appendix A for code. 

COLUMN (9) SAME AS COLUMN (1) 

COLUMN (10) MAJOR AND MINOR 
DRAINAGE BASIN 

Top-line Entries - The maj(,r drainage 
basin in which the entry is located. See 
Appendix B for code. 

Bottom-line Entries - The minor drainage 
basin in which the entry is located. See 
Appendix B for code. 

COLUMN (10A) SUB-BASIN 

The sub-basin in which the entry is 
located. Not all States have delineated 
sub-basin limits. 

COLUMN (11) WATERCOURSE MILEAGE 

For entries discharging either raw or 
treated sewage into a river system, water- 
course mileages are entered in accordance 
with the coding system shown in Appendix 
C . 

The column does not apply to entries 
discharging onto land or into lakes or an 
ocean. When data appear in this column 
for such entries, the only purpose is to 
locate the entry. 

COLUMN (12) DISCHARGE TO 

The watercourse or land area to which 
the untreated wastes or treatment plant 
effluent is discharged. 

The following abbreviations are used. 

Ar. -Arroyo 

Br. -Branch, Brook 
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Ca. -Canal when a "None" appears 

Cr. -Creek in column 8. 

E. -East 


Fk. 

-Fork 

L. 

-Lake 

Ld. 

-Land 

Lt. 

-Little 

N. 

-North 

Pd. 

-Pond 

R. 

-River 

S. 

-South 

Str. 

-Stream 

Trib. 

-Tributary 

W. 

-West 

Wa. 

-Wash 


COLUMN (13) POPULATION 

EQUIVALENT (BOD) 

Top-line Entries - The Population Equiva- 
lent (BOD) oF the untreated waste is 
entered on the top line, and followed by 
an “E” if estimated. 

Bottom-line Entries - The Population 
Equivalent (BOD) of the treated waste, os 
discharged to the receiving area, is en- 
tered on the bottom line. If estimated, an 
"E" is added. 

Note: When waste discharge is not into 
a body of water, but is rather onto land 
or -into lagoons from which there is no 
overflow, the bottom line entry in this 
column may be shown in one of two 
ways: 

Some States enter a figure showing the 
PE (BOD) of the wastes as they are dis- 
charged into these land areas or lagoons. 
Other States enter an "0" to indicate 
that no wqste reaches a watercourse. In 
both cases exactly the same situation 
exists physically, only the method of 
describing it differs. 

COLUMN (14) POLLUTION ABATEMENT 
NEEDS 

Symbol Explanatory Notes 

0 New treatment This symbol indicates 
facilities the need for a new plant 


1 Enlargement This symbol indicates 

of existing a need for enlargement 

facilities of the existing treatment 

plant shown in column 8. 
For exqmple, addition of 
another filter to a trick- 
ling filter plant. 

When this symbol is used 
it indicates that the 
degree of treatment or 
the type of pollution 
control measures in use 
are considered to be 
adequate. 

2 Addition of This symbol indicates a 

other treat- need for addition of other 

ment methods treatment methods to the 

to existing treatment plant shown in 

facilities column 8. For example, 

the addition of trickling 
filters to a primary treat- 
ment plant. 

When this symbol is used 
the degree of treatment 
or the type of pollution 
control measures in use 
are not considered to be 
adequate without supple- 
mentation. 

3 Chlorination This is a specific re- 

quirement coming under 
symbol "2” above. If 
may be used either in 

conjunction with that 
symbol (os when chlori- 
nation plus other addi- 
tions are needed), or in 
place of it (as when 
chlorination only is 
needed). 

4 Replacement This symbol indicates a 

of existing need for replacement of 

plant the existing treatment 

plant shown in column 8. 
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Symbol Explanatory Notes 

4_(contd.) 

“Replacement” means 
that the plant or pollu- 
tion control measures re- 
placed will no longer be 
used. It is possible that 
this replacement may be 
by a plant or by pollution 
control measures provid- 
ing the same degree of 
treatment as those which 
are replaced. This sym- 
bol provides for recogni- 
tion of the fact that pol- 
lution reduction has been 
provided for, but that due 
to obsolescence, or for 
any other reason, the 
existing facilities are no 
longer capable of produc- 
ing satisfactory results. 

5 Improved 
operation or 
utilization of 
existing 
facilities 

6 Connection 
to adequate 
existing sewer 
system 

7 No project 
needed 


COLUMN (15) REMARKS 

Any pertinent remarks relating to the 
entry appear in this column. 


APPENDIX A 

TREATMENT CODE 

The principal treatment devices and 
methods are identified by capital letters 
and are further described by subsequent 
lower case letters. In general, the sym- 


bols will be arranged in the order of sew- 
age flow, with sludge treatment symbols 
following thereafter. Combination units 
performing more than one function in a 
single structure are denoted by enclosing 
the appropriate symbols in parentheses. 
Enclosures in brackets indicate parallel 
or alternate operation. Chlorination, where 
used is noted only once for each plant, 
regardless whether or not actual applica- 
tion is made at more than one point. 

KEY TO SYMBOLS 

A Aeration 

Aa---Activated sludge, diffused air aera- 
tion 

Ac— Contact aerators 
Ae--Extended Aeration 
Am --Activated sludge, mechanical aera- 
tion 

Ap---Aeration, plain, without sludge re- 
turn 

B Sludge beds 

Bo— Open 
Be— Glass covered 

C Settling tanks 

Ci — two story (Imhoff) 

Cm -mechanically equipped 
Cp— plain, hopper bottom or intermit- 
tently drained for cleaning 
Cs — septic tank 

Cf— multiple tray, mechanically equip- 
ped 

D — -Digester, separate sludge 
Dc— with cover (fixed if not otherwise 
specified) 

D(cg)-gasomefer in fixed cover 
De— gas used in engines (heat usually 
recovered) 

Df— with floating cover 
Dg— with gasometer cover 
Dh— gas used in heating 
Dm -stirring mechanism 
Do— open top 
Dp — unheated 
Dr — heated 

Ds— gas storage in separate holder 
Dt --stage digestion 

E Chlorination 

Ec — with contact tank 
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APPENDIX A (cont'd.) 

Eg— by chlorine gos 
Eh— by hypochlorite 

F Filters 

Fc— contact beds 

Fm — magnetite (straining) 

Fo— roughing filters 

Fr — rapid sand or other sand straining 
Fs— intermittent sand 
Ft --trickling (no further details) 

Fth—high capacity 

Ftn—fixed nozzle, standard capacity 
Ftr -rotary distributor, standard capacity 
Ftt -traveling distributor, standard ca- 
pacity 

G Grit chambers 

Gh— without continuous removal mecha- 
nism 

Gm-with continuous removal mechanism 
Gp— -grit pocket at screen chamber 
Gw -separate grit washing device 

H Sludge storage tanks (not second 

stage digestion units) 

He— covered 

Hm-with stirring or concentrating mecha- 
nism 
Ho— open 

I Sewage application to land 

Ic- — with cropping 
Ip— percolation beds 
Is — sub-surface application 
lu — land underdrained 

K Chemical treatment - Flocculation. 

Chemical treatment-type units or 
equipment not necessarily complete 
or operated as chemical treatment 
Ka — fl occulation tank, air agitation 
Kc— chemicals used 

Km --flocculation tank, mechanical agita- 
tion 

Kx- -no chemicals used 

L Lagoons 

Le— evaporation lagoons 
Lo— oxidation lagoons or ponds 
Lp— lagoon for settling of sewage 
Ls — sludge lagoons - not for treatment of 
sewage 

0 Grease removal or skimming tanks 

not incidental to settling tanks 
Oa— aerated tank (diffused air) 


Om --mechanically equipped tank 
S Screens 

$c — comminutor (screenings ground in 
sewage stream) 

Si— intermediate screens (1/8” to 1/2" 
openings) 

Sf--fi ne screen (less than l/8”openings) 
Sg ---screenings ground in separate 
grinder and returned to sewage flow 
Sh ---bar rack (1/2" to 2” openings) hand 
cleaned 

Sm-bar rack (1/2” to 2" openings) me- 
chanically cleaned 
Sr — coarse rank (openings over 2”) 

St— garbage ground at plant and added 
to sewage flow 

T Sludge thickener 

Tc— covered 
Tm -stirring mechanism 
To— open top 

V Mechanical sludge dewatering 

Vc— sludge centrifuge 
Vv— rotary vacuum filter 
Vo— other 

X Sludge disposal 

Xb— barged to sea 
Xd— used for fertilizer 
Xf ---burned for fuel 
Xn— incinerated 
Xp— used for fill 

Z Sludge conditioning 

Za— chemicals used, alum 
Zc— chemicals used (unidentified) 

Zi --chemicals used, iron salt 
Zl— chemicals used, lime 
Zx— no chemicals used 
Zy— elutriation 

APPENDIX B 

LIST OF MAJOR AND MINOR BASINS 
NE - Northeast 

1 Quinnipiac River & Western Connecti- 
cut Coastal 

2 Housatonic River 

3 Pawcatuck River and Eastern Con- 
necticut Coastal 

4 Connecticut River 

5 Thames River 

6’ Narragansett Bay 
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APPENDIX B (cont’d.) 

NE - Northeast (cont'd.) 

8 Massachusetts Coastal 

9 Merrimac River 

10 Piscataqua River and New Hampshire 
Coastal 

12 Saco River and South Maine Coastal 

14 Presumpscot River and Casco Bay 

15 Androscoggin River 

16 Kennebec and Sheepscot Rivers 

17 Penobscot River 

18 North Maine Coastal 

19 St. Croix River 

20 St. Johns River 

21 Lake Memphremagog 

24 Lake Champlain 

25 St. Lawrence River 

26 Lake Ontario 

27 Lake Erie-Niagara River 

28 Genesee River 

29 Oswego River 

30 Mohawk River 

31 Upper Hudson River 

32 Lower Hudson River 

NA • North Atlantic 

l.New Jersey -New York Metropolitan 
Area 

2 New Jersey Coast 

3 Delaware River - Zone 1 

4 Delaware River • Lehigh 

5 Delaware River • Schuylkill 

6 Delaware River - Zone 2 

7 Delaware River - Zone 3 

8 Delaware River - Zone 4 

9 Susquehanna River - North Branch 

10 Susquehanna River - West Branch 

11 Susquehanna River - Juniata 

12 Susquehanna River • Moin Stem 

13 Upper Chesapeake Bay and Maryland 
Delaware Coast 

14 Potomac River 

15 Rappahannock and York Rivers - Vir- 
ginia Coast 

16 James River 

5E - Sotlth»n$f 

liver 


5 North Carolina Coastal Area 

6 Cape Fear River 

7 Yadkin - Pee Dee Rivers 

8 Pee Dee River 

9 Catawba - Wateree Rivers 

10 Congaree River 

11 Santee - Cooper Rivers 

12 Edisto - Combahee Rivers 

13 Savannah River 

14 Ogeechee River 

15 Ocomee River 

16 Ocmulgee River 

17 Altamaha River 

18 Satilla River 

19 St. Marys - Nassau R ivers 

20 St. Johns River 

21 Suwanee River 

22 Ochlockonee - St. Marks Rivers 

23 Withlacoochee River 

24 Tampa Bay Area 

25 Peace River 

26 Kissimmee River 

27 Florida East Coastal Area 

28 Lower Florida Area 

29 Flint River 

30 Chattahoochee River 

31 Apalachicola River 

32 Choctawhatchee River 

33 Perdido - Escambia Rivers 

34 Tallapoosa River 

35 Coosa River 

36 Cahaba River 

37 Alabama River 

38 Upper Tombigbee River 

39 Warrior River 

40 Lower Tombigbee River 

41 Mobile Bay Area 

42 Pascagoula River 

43 Pearl River 


TR - Tennessee River 

1 Clinch River 

2 Holsfon River 

3 French Broad River 

4 Little Tennessee River 

5 Hiwassee River 

6 Elk River 

7 Duck River 

® Tennessee River - Main Stem 
Minor Tributaries 



APPENDIX B (cont’d.) 

OR - Ohio River 

1 Allegheny River 

2 Monongahela River 

3 Beaver River 

4 Muskingum River 

5 Little Kanawha River 

6 Hocking River 

7 Kanawha River 

8 Guyandot River 

9 Big Sandy River 

10 Scioto River 

1 1 Little Miami River 

12 Licking River 

13 Miami River 

14 Kentucky River 

15 Salt River 

1 6 Green River 

17 Wabash River 

18 East Fork White River 

19 West Fork White River 

20 Cumberland River 

21 Ohio Main Stem and Minor Tributaries 

22 French Creek 

23 Clarion River 

LE ■ Lake Erie 

1 Maumee River 

2 Sandusky River 

3 Cuyahoga River 

4 Lake Erie Shore Line and Minor Tribu- 
taries 

UM - Upper Mississippi 

1 Red River of the North 

2 Rainy River 

3 Upper Portion Upper Mississippi River 

4 Minnesota River 

5 St. Croix River 

6 Lower Portion Upper Mississippi River 

7 Wisconsin River 

8 Mississippi-WaDsipinicon and Tribu- 
taries 

9 Rock River 

10 Mississippi-lowa-Cedar Rivers 

11 Mississippi-Des Moines-Skunk Rivers 

12 Mississippi-Salt Rivers 

13 Chicago-Calumet Rivers 

14 Des Plaines River 
15. Kankakee River 


16 Fox River 

17 Illinois River 

18 Mississippi River-St. Louis Area 

19 Meramec River 

20 Kaskaskia River 

21 Big Muddy River 

22 Mississippi River - Cape Girardeau 
Area 

WL - Western Great Lakes 

23 Lake Superior 

24 Green Bay Western Shore 

25 Fox-Wolf River 

26 Lake Michigan Western Shore (Includes 
No. Suburbs of Chicago which drain to 
Lake) 

27 Lake Michigan-Lake Huron North Shore 

28 Lake Michigan Northeastern Shore 

29 Muskegon River 

30 Grand River 

31 Kalamazoo River 

32 St. Joseph River 

33 Lake Huron Western Shore 

34 Saginaw River 

35 St. Clair-Detroit Rivers 

36 Lake Erie Western Shore 

MR - Missouri River 

1 Upper Missouri River (Main Stem and 
Tributaries to below mouth of Milk 
River) 

2 Yellowstone River 

3 Missouri-Souris Rivers (Main Stem and 
Minor Tributaries from mouth of Milk 
River to Spring Creek including Devils 
Lake and Souris River) 

4 Central Missouri River (Main Stem and 
Tributaries from above mouth Spring 
Creek to Niobrara River) 

5 Niobrara River 

6 James River 

7 Big Sioux River 

8 Lower Platte River from origin at 
North Platte, Nebr. to mouth) 

9 North Platte River 

10 South Platte River 

11 Kansas River 

12 Lower Missouri River (Main Stem and 
Minor Tributaries from Niobrara River 
to mouth) 

13 Grand-Chariton Rivers 

14 Osage-Gasconade Rivers 
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APPENDIX B (corn'd.) 

SM * Southwest-Lower Mississippi 

1 Upper Arkansas River above Kans.- 
Colo. State Line 

2 Arkansas River Kans.-Colo. State Line 
to Tulsa, Okla. 

3 Verdigris River 

4 Grand (Neosho) River 

5 White River 

6 Lower Mississippi River - Cairo, 111. 
to Helena, Ark. 

7 Cimarron River 

8 North Canadian River 

9 Arkansas River • Tulsa, Okla. to Van 
Buren, Ark. 

10 Arkansas River Basin - Van Buren, 
Ark. to mouth 

11 Lower Mississippi - Yazoo Rivers 

12 South Canadian River - above Tex.- 
Okla. State Line 

13 South Canadian River - below Tex.- 
Okla. State Line 

14 Washita River 

15 Upper Red River-above Denison, Tex. 

16 Lower Red River- below Denison, Tex. 

17 Ouachita River 

18 Lower Mississippi - Big Black Rivers 

19 Atchafalayo River 

20 Calcasieu River 

21 Lower Mississippi River - Natchez, 
Miss, to Gulf 

CR - Colorado River 

1 Lower Colorado River 

2 Middle Colorado River 

3 Upper Colorado River 

4 Gilo River 

5 Little Colorado River 

6 San Juan River 

7 Green River 

WG - Western Gulf 

1 Sabine River 

2 Neches River 

3 Trinity and San Jacinto Rivers 

4 Brazos River 

5 Colorado River (of Texas) 

6 Guadalupe, Lavaca, and San Antonio 
Rivers 

7 Nueces River 

8 Pecos River 


9 Upper Rio Grande -above Pecos River 
10 Lower Rio Grande -below Pecos River 

PN - Pacific Northwest 

1 Kootenai River 

2 Clark Fork-Pend Oreille Rivers 

3 Spokane River 

4 Yakima River 

5 Columbia River - above Yakima River 

6 Upper Snake River 

7 Central Snake River 

8 Middle and Lower Snake Rivers 

9 Willamette River 

10 Columbia River - below Yakima River 

11 Puget Sound 

12 Washington Coast 

13 Oregon Coast 

14 Southern Oregon Lakes 

CL - California 

1 Klamath River 

2 North Coastal 

3 San Francisco Bay Region 

4 Central Coastal 

5 Santa Clara River 

6 Los Angeles River 

7 Santa Ana River 

8 Son Diego Region 

9 Sacramento River 

10 San Joaquin River 

11 Kings and Kern Rivers and Tulare 
Lake 

GB - Great Basin 

1 Northwestern Lahontan 

2 Humboldt River 

3 Central Nevada 

4 Owens River 

5 Mojave Desert 

6 Colorado River - Region of California 

7 Great Salt Lake 

8 Sevier River 

AL - Alaska 

1 Southeastern Alaska 

2 North Pacific Ocean 

3 Bering Sea 

4 Kuskokwim River 

5 Yukon River 

6 Arctic Ocean 

7 Noatak-Koabuk Rivers 
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APPENDIX B (corn’d.) 
HA * Hawaii 

1 Hawaii Island 

2 Kauai Island 

3 Maui Island 

4 Oahu Island 


APPENDIX C 

The watercourse mileage system is 
illustrated with reference to the accompa- 
nying diagram of the (hypothetical) Nuavo 
River minor basin. 

Shown are the main stem of the minor- 
basin, together with those tributaries on 
which sources of pollution are located. 
Tributaries entering the main stem are 
located by mileages above the mouth of 
the main stem. Sub-tributaries are located 
by mileages above the mouth of the tribu- 
tary into which they discharge, tertiary 
tributaries by mileages above the mouth 
of the sub-tributary into which they dis- 
charge, and so on for fourth, fifth, etc., 
tributaries. 


The watercourse mileage coding for 
each source of pollution on this river sys- 
tem is shown in the following table: 


Source of Pollution 

A 

B 

C 

D 

E 

F 

G 

H 

I 

J 

K 

L 

M 

N 

P 

Q 


Watercourse Mileage 

N5 

N13-6 
N10-10 
N 10-1 8-9 
N18 
N22 

N26-17-6-5 

N35 

NR44-23 

NR44-28 

NR44-L25-6 

NR44*R25-6 

NL44-6 

N52 

N59-5 

N67 


In each code symbol a letter - "N” in 
this case - appears first to denote the 
main stem concerned. The letter symbol 
is followed by numbers which locate by 



river mileage the particular source of pol- 
lution. 

The coding for three sources of pollu- 
tion from the table is discussed more 
fully below: 

1) Source D Code; N1 0-1 8-9 

This source of pollution is located on a 
second tributary, which enters the first tribu- 
tary 18 miles above its mouth. The first tribu- 
tary, in turn, enters the main stem 10 miles 
above its mouth. The coding for “D" is then 
made up as follows; 

N10 Indicates a point 10 miles above 
the mouth of the main stem 

-18 A point 18 miles above the mouth 
of the first tributary 

-9 A point 9 miles above the mouth of 
the second tributary 
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APPENDIX C (cont'd.) 

2) Source J Code: NR44-28 

Located on a first tributary which enters the 
main stem 44 miles above its mouth. The cod- 
ing for "J" is made up as follows: 

NR44 A point 44 miles obove the mouth 
of the main stem, on the right bank. 

-28 A point 28 miles above the mouth 
of the first tributary 

Note that in the coding for source "J" 
above, an additional letter - an “R” - ap- 
pears after the “N” designating the main 
stem in the first part of the code. This 
“R” signifies that the tributary carrying 
pollution from source “J" enters the main 
stem on the right side, looking upstream. 
The second letter serves to differentiate 
this tributary from that entering directly 
opposite, on the left side of the main stem 
(see code for source “M"). The designa- 
tions "R” and "L" are necessary only in 
situations of this type. The same principle 
may also be applied to similar conditions 
on tributaries, always looking upstream 
to define the right and left banks. This 
is shown in the next example. 

3| Source L Code: NR44-R2 5-6 

Located on a second tributary which enters 
the first tributary 25 miles above its mouth. 
The coding for source "L” is made up as 
follows: 

NR44 A point 44 miles above the mouth 
of the main stem, on the right bank. 

-R25 A point 25 miles above the 
mouth of the first tributary, on the right 
bank. 

-6 A point 6 miles above the mouth 
of the second tributary. 


In this case the “R" designation is 
necessary in the mileage coding of the 
first tributary since at this point another 
second tributary enters on the opposite 
(left) bank. Note that the coding for source 
“K” (NR44-L25-6) differs from that for 
source “L” only by the fact that it is 
located on a tributary entering on the left 
bank - looking upstream - of the first tribu- 
tary. 

In those cases where two or more main 
stems are located in one minor-basin, 
differentiation is made by the first letter 
of the code, i.e., the “N” in this case 
would distinguish sources of pollution on 
the Nuavo River from those on, say, the 
Cling River, if the latter was also in this 
minor-basin. 

It may happen that two rivers having 
the same initial letter lie in the same 
minor-basin. In this case, a second letter 
will be used for distinction. Thus if, in 
addition to the Nuavo, the North River 
was also a main stem in this minor-basin, 
the Nuavo could be coded as given i.e., 
"N” while the North could be coded as 
"NO". 

Major points to be reiterated are: 

1) All mileages in the code are river 
mileages. 

2) The zero point for mileages on the 
main stem is at the mouth of the main 
stem. The zero point for mileages on a 
tributary is at the mouth of the tributary. 

3) For uniformity, right and left banks of 
the main stem and tributaries are located 
by looking upstream on the main stem or 
tributary concerned. 
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1 ICWA 

" Des'd 

S £ For ' 

iU £ 

inKn Esumaicd fe u 2 Average 

p '?\ Population Sg“- 0aiUF,nK 

Population ' S <P MC.D 


Served ,S | 5 o 

i|» > < 3 P E 

^<cs nooo'si 


1 1 9 fig [ pace _i_ 

TREATMENT FACILITIES 


TREATMENT 


\CKLEY 

Hardin 

1,731 

1,650 

f 

3.200E 

0.200 

1.6B0 

ScCfflFtrCraDopBo 

ADEL 

Dallas 

2,060 

1,500 

SC 

X 

* 

None 

AFTON 

Union 

773 

600 

s 

0.030S 

0.100 

1.254 

Lo 

AKRON 

Plymouth 

1,351 

1,100 

3 

l 

- 

None 

ALBERT CITY 

Buena Vista 

722 

700 

s 

0.042E 

0.077 

1.420 

CiFtrCpBo 


ALOTA 

North Plant 
ALBTA 

Southeast Plant 
ALB I A 

Southwest Plant 
ALBION 

ALDEN 

ALOONA 

ALLERTON 


Monroe 

lionroo 

Monroe 

Marshall 

Hardin 

Kossuth 

Wayne 


2,000 S x 


GhCiFsBo 


l T 000 S 0.045 x ShCtFtnCpBo 

2.000 .. 

660 S x x GhCiFtrCpBo 


500 S x 0.060 Lo 

0.600 . 

660 S x 0.060 CiFtnBo 

0.000 .. 

5,200 S 0.400 0.655 SgOmKmCmFtrCtnDfh 

8.900 - 

600 S 0.045 0.075 ScCiFoCiFtrCIBo 

- x 


ALLISON 

Butler 

952 

050 S 

0.070E 

0.06E 

X 

l ShCiFtrCpBo 

ALTA 

Buena Vista 

1,393 

1,325 S 

0.093E 

0.117 

1.900 

ShCmFtrCoDfhrBo 

ALTA VISTA 

Chickasaw 

276 

250 S 

X 

0.04C 

0,400 

l ShClFtnCpBo 

1 „ 

ALTON 

Sioux 

L,048 

1,000 s 

0.067 

0.12< 

1.201 

) Lo 

3 - 

ALTOONA 

Polk 

1,458 

1,400, S 

0. 155 

0.12C 

1.20C 

\ ShCiFtrCpBo 
f • 

AN ANA S. D. 

Iowa 

- 

100 9 

X 

0.01C 

0.10C 

) Lo 
) - 

AMES 

Story 

27,003 

26,000 S 

2.000 

2,201 

27.001 

) Sc{KaOh}CmFtrCraEcgDefhrBo 

3 - 

ANAUOSA 

Jones 

4,616 

4,300 S 

0.500 

0.66< 

7,05! 

? ScGh(KmCm}FtrCmDf hrBo 

3 - 

ANITA 

Casa 

1,233 

800 S 

X 

- 

Nona 

ANKENY 

Polk 

2,964 

2,700 3 

X 

0.28S 

4.20C 

> SoCmFtrCmDfhBo 
) - 

ANTHON 

Woodbury 

601 

650 S 

0.035 

0.03C 

O.60C 

) GhCsFsBo 

) - 

APLINOTON 

Butler 

840 

750 S 

X 

0.07i 

0.50C 

l CiFtnBo 
) - 

ARLINGTON 

Fayette 

614 

600 S 

0.050 

0.05: 
1 ,Q4( 

L ShCpFthCpDopBo 
) - 

ARMSTRONG 

Emmet 

958 

700 S 

X 

- 

None 

ARNOLDS PARK 

Dickinson 

953 

(950} S 

X 

- 

Sea rows Great Lakes S. D 

ARTHUR 

Ida 

265 

235 S 

0.013E 

O.OL! 

X 

5 CsFfl 

ASHTON 

Osceola 

615 

550 S 

0.020 

- 

None 

ATKINS 

Benton 

527 

500 S 

X 

0.00' 

0.67 1 

5 ShClFthrCpBo 

5 - 
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INVENTORY OF MUNICIPAL WASTE FACILITIES 


COMMUNITY. SEWER 
OR J 

SANITARY DISTRICT 
INSTITUTION 

COUNTY 

I960 

Population 

ATLANTIC 

Case 

6,890 

AUDUBON 

Audubon 

2,928 

AURELIA 

Cherokee 

904 

AVOCA 

Pottawattamie 

1,540 

BADGER 

Webster 

340 

EAGLET 

Outhrie 

406 

BANCROFT 

Kossuth 

1,000 

BATTLE CREEK 

Ida 

786 

BAXTER 

Jasper 

681 

BEDFORD • 

Taylor 

1,807 

BELLE PLAINE 

Benton 

2,923 

BELLEVUE 

Jackson 

2,181 

BELHOND 

Wright 

2,506 

BETTENDORF 

Scott 

11,534 

BIRMINGHAM 

Van Buren 

44L 

BLAIRSTOWN 

Benton 

5B3 

BLOOMFIELD 

Davis 

2,771 

BODE 

Humboldt 

430 

BONAPARTE 

Van Buren 

574 

BONDURANT 

Polk 

389 

BOONE 

Boone 

12,468 

BOYDEN 

Sioux 

562 

BRANDON 

Buchanan 

322 

BREDA 

Carroll 

543 

BRIGHTON 

Washington 

724 

BRITT 

Hancock 

2,042 

BROOKLYN 

Poweshiek 

1,415 

BUFFALO 

Saott 

1,088 

* BURLINGTON 

Dee koines 

32,430 

BURT 

Kossuth 

620 


STATE I 

YEAR 


IOWA 

jw6a 

PAGE 


Estimatei) 

Population 

Served 


Dcs'd 

w 2 Average 

O OajlyFlow 

gj£o-*£2- 

> 3 O P E. 
<Q5 (looo’s) 


TREATMENT 


x 0.-170 ShKmxCmCFtrCrap 
9.600 [FtrCuODofrhBo 

0.190 0.225 SoCmFtrCinOfrhBo 
3.000 - 

0*100 0. 127 ShCiFtrCpBo 

0.900 . 


300 3 0.020E 0.045 lo 
0.450 - 


900 3 0.O0BE x CiFoBo 

- x 

550 3 0.050 - None 

600 S 0.050 0.072 Lo 

0,720 „ 

,750 S 0.35QE 0,400 ShCmFtohrCmFthCai 
4*130 Dfrptbo 

,250 S x 0,342 SoOhCmFtrGpDfhrBoHo 
4.245 * 


0,150 0.470 ShCmDopFtrCp 

4 -» 2.600 . 


See Davenport 


X 

0.027 

0.900 

0.028 

0.027 

0,370 

0.324 

0,245 

4.890 

0.035 

0.035 

0,400 

X 

- 

- 

- 

J.030E 

0.050 

0.466 

2,100 

1,600 

15,000 


0.030E x ClFsBo 

- x 

0.030 x CiFaBo 

x 

0.060 0.025 ShClFaBo 

0.500 - a 

0.040E x GhCiFaBo 

x 

* 0. 100 SoCoFtrCoDchnirBo 

2,000 - 

x 0.133 CaFtrCpDopHoBo 

1.560 - 

D.070E 0.100 ClBo 

1.000 - 

6. BOO 8,500 SeOahCoE DfhVvZHXtlp 
" 42.000 * 

x 0.027 CaFaBo 

0.450 - 
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INVENTORY OF MUNICIPAL WASTE FACILITIES 


LINE 

NO. 

COMMUNITY, SEWER 
OR 

SANITARY DISTRICT 
INSTITUTION 

M 

H 

WATER- 

COURSE 

MILEAGE 

Mi 

Mir 

' Sub 



m 

m 

ma 

1 

ATLANTIC 

UF 

- 

U560.8-12- 



15 

- 

99.4 

2 

AUDUBON 

MF 

* 

M560.3-L2- 



15 

- 

115-10 

3 

AURELIA 

Ml 

- 

M693.5-I3- 



15 

- 

77 

4 

AVOCA 

MF 

- 

M560.8-12- 



12 

- 

83-4 . 

5 

BADGER 

Ul 


Ml, 325-23QE 



n 

- 

- 

6 

BAOLEY 

uu 

- 

Mt,325-L60E 



a 

- 

-206 

7 

BANCROFT 

uu 


Hl,325-300E 



u 

- 

- 

8 

BATTLB CREEK 

UR 

_ 

M693.5-13- 



12 

- 

35 

9 

BAXTER 

UU 

_ 

H1,360-145E 



11 

- 

-10E 

10 

BEDFORD 

UR 


N402.5-79- 



12 

- 

82-13 

11 

BELLE PLAINE 

UU 

- 

K1,399-130E 



10 

- 

-56 

12 

BELLEVUE 

uu 


Ml,54iO 



8 

- 

- 

13 

BELMOND 

UU 

- 

Ill 1 399-125E 



10 

- 

- 

U 

BETTENDORF 

UU 

.. 

M1,449E 



8 

- 

- 

13 

DIRUrtiQIlfl* 

UU 

- 

Ml, 325-656 



a 

- 

- 

16 

BLAIRSTOWN 

uu 

_ 

Ml, 399-33- 



10 

- 

65E-30E 

17 

BLOOMFIELD 

uu 


Mi, 317. 6 



11 

- 

-70E 

18 

BODE 

uu 


Ml,325-170E 



11 

- 

-X-X 

19 

BONAPARTE 

uu 

* 

Ml, 325-356 



11 

- 

- 

20 

BONDURANT 

UM 

- 

U1.325-L60E 




- 

- 

21 

BOONE 

uu 

~ 

111,325-1956 



11 

- 

-x-x 

22 

BOYDEN 

UR 

- 

M750.3-23- 



12 

- 

30 

23 

BRANDON 

uu 

- 

Ml, 399-35 



10 

- 

-llOE-x-x 

U 

BREDA 

uu 


X 



a 

- 

- 

25 

BRIGHTON 

uu 

- 

ML, 360-756 



a 

- 

-x-x 

26 

BRITT 

uu 

- 

M 1, 399 M 2606 1 



10 

- 

-x-x 

27 

BROOKLYN 

uu 

- 

Ml, 399-956 



10 

- 

-206 

28 

BUFFALO 

uu 


Ml, 437 



a 

- 

- 

29 

* BURLINGTON 

uu 

- 

Ml, 367 , 1 



a 

- 


30 

BURT 

UM 

_ 

M1,325-1B5E 



u 


- 


STATE 

1 YEAR 



IOWA 

1962 

PAGE 
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DISCHARGE 

TO 


12 


p.e, (noi» 


UN- 
TREATED 
WASTIi 


DIS- 
CHARGED 
WASTE 


13 


U 


REMARKS 


Kuat Nlshnabotna River 

Blue Grass Creek to 
East Nishnabontna River 
Creek to UapU River 

Kaat Branch of West 
Nishnabotna River 
Badser Creek to 
Beg Moines River 

Mosquito Creek to 
Middle Raccoon River 

Mud Creek to 
Bea Moines River 

Maple River 

Prairie Creek to 
Skunk River 

East Pork of 
102 Rivar 
Salt Creek to 
Iowa River 

MlaaiBslppi River 
Iowa River 


Des Moines River 

Prairie Creek to 
Cedar River 

Creek to Fox River 

Trulner Creek to 
Lotts Creek 

Bee Moines River 


6,200 

600 

2,200 

200 

900 

90, 

2, 70o| 

2.70Q 

300 

300 

2506 

200E 

900 

50OE 

550 

550 

6006 

60E 

4,000 

400 

2,250 

400 

1,90 OB 
1 1 90QB 

1,900 

200E 


300 

40 

500E 

4006 

3,0006 

3006 

700 

3506 

1 , IOOE 
MOOS 
350 
30 

12,000 

1.200 

1,7256 

1 » 5000 

250E 

1006 

500B 

loos 

6506 

1506 

2,3006 

2506 

1,9006 

6006 

900 

600 

35.0006 

20.0006 

WOE 

1506 


*May be operated either In parallel^ 
or in aeries. 
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Dcs’d 

CO MM UNITY, SEWER 




5 

& 

For 



Estimated 

Population 

Served 

E 

s 



or' 

SANITARY DISTRICT 
INSTITUTION 

COUNTY 

I960 

Population 

£j o 

Average 

DailyFlow 

MGD 










> < 0 

P.E. 






< 0 s 

(1000's) 


hhqhhi 

3 

4 

D 

boh 

7 

GUSSET 

Uarion 

557 

450 

s 

X 

- 

CALMAR 

Winneahiek 

954 

350 

s 

0.018E 

0.208 

Southeast Plant 


- 

- 


- 

2» 190 

CALMAR 

Winneshiek 


535 

s 

0.027E 

X 

Southwest Plant 


- 

- 

M 

_ 

X 

CAVANCHE 

Clinton 

2,235 

2,200 

s 

X 

- 

CARLISLE 

Warren 

1,317 

1,100 

J 

X 

0.048 



“ 

- 

* 

- 

0.800 

CARROLL 

Carroll 

7,602 

7,200 

s 

0.500E 

0,726 



- 

- 

- 

- 

9.322 

CARSON 

Pottawattamie 

583 

400 

s 

X 

- 

CARTER LAKE 

Pottawattamie 

2,287 

2,000 

s 

X 

- 

CASCADE 

Dubuque 

1,601 

1,500 

s 

X 

0.140 



- 

- 

- 

- 

3,400 

CEDAR FALLS 

Black Hawk 

21,195 

500 

s 

0.040 

0.080 

Cedar Heights Plant 






0.900 

CEDAR FALLS 

Black Hawk 

- 

20,000 

5 

2* 500 

2,000 

Main Plant 


- 

- 



20. 000 

* CEDAR RAPIDS 

Linn 

S2.035 

90,000 

s 

13.030 

16.100 




- 

- 

- 

395.20 

CENTERVILLE 

Appanoose 

6,629 

4,500 

s 

0.300E 

x 

Northeast Plant 


- 




x 

CENTERVILLE 

Appanoose 


2,000 

3 

X 

0.269 

West Plant 


- 


. 


3.500 

CENTRAL Cm 

Linn 

1,087 

950 

s 

X 

0.187 



- 

- 

- 

- 

1,980 

CHARITON 

Lucas 

5,042 

4,800 

s 

0,350 

0.675 



- 

- 

- 

- 

6.420 

CHARLES CITY 

Floyd 

9.964 

8,250 

cs 

1.600 

X 

CHARTER OAK 

Crawford 

665 

550 

s 

0.026E 

X 

X 

CHEROKEE 

Cherokee 

7,724 

7,700 

s 

l.OOOE 

X 

0,525 



- 

- 

- 


7.200 

CHURDAN 

Qreene 

586 

460 

s 

X 

X 



- 

- 

- 

- 

X 

CLARENCE 

Cedar 

859 

950 

X 

X 

o.uo 



- 

- 

- 

- 

1,200 

CLARINDA 

Page 

5,9Qi 

6,550 

8 

X 

0.623 



* 

- 

- 

- 

9.100 

CLARION 

Wright 

3,232 

2*930 I 

s 

X 

0.145 



- 


- 

- 

3.000 

CLARKSVILLE 

Butler 

1,328 

1,300 

s 

0.060 

X 

* CLEAR LAKE S. D. 

Cerro Gordo 

. 

12,000 

s 

X 

X 

1.630 

CLINTON 


- 



- 

16.000 

Clinton 

33,589 

30,000 

sc 

X 


COGGCN 

Linn 

672 

620 

s 

0.104 

0.144 

COLFAX 

Jasper 

2,331 

2,100 J 

s 

X 

9.900 

0.243 

COLON BUS JUNCTION 


- 

- 

- 

- 

3.600 

Louisa 

1,016 

600 1 

3 

X 


CONRAD 

Grundy 

799 

700! 

3 

X 

0.117 




- 

■ 

- 

1.650 



YEAR 



1962 

PAGE 3 of 16 


TREATMENT FACILITIES 


TREATMENT 


LINE 

NO. 


8 


Nona 

ShQhCmFtrCpDfhBo 

SmCaFoBo 

None 

CiFtrCpBo 

SohKmCmFthCn>FsDoht!oBo 

None 

None 

ShClFtrCmBo 

S CiFtrCpBo 

SoGhmCmFtrDfhrHoBo 

Sm Q mO a CraFo CraF tr C ra 
T DefhLa 

S GhClFtnFsBo 

S GhCiFtnBo 

ShCiFthrCpBo 

ShGhCmFtrCmDfpXp 

ShGhCiFtnBo 

CaFsBo 

SoCmF* CmDfrhBo 
CsFoBo 
C FtC 

SoCmFtrCoiDfhrBo 

ShCmFtrCpDohrBo 

OhCaBo 

SgGmCmF trCroDI h p t Bo 
None 

BhCaFtrhCmFtrhCaDfhpotBo 

ShClFtrCpBo 

None 

SoGhCsFthrCpBo 


16 
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3 
i 
j 
6 

7 

8 
9 

10 

11 

12 
13 
\4 

15 

10 

17 

18 

19 
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("state 


YEAR. 


LINE 

NO. 

COMMUNITY. SEWER 
OR 

SANITARY DISTRICT 
INSTITUTION 

DRAIN 

AGH 

BASIN 

WATER- 

COURSE 

MILEAGE 

DISCHARGE 

TO 

Maj 
St in 

ul 


9 

KE 

112 

IMH 

12 

1 

BUSSEY 

m 

- 

M 1 ,325-llOE 

Cedar Creek 



u 

- 

-15E 


2 

CALMAR 

Ul 

- 

Ml , 572-x-x 

Creek to 


Southeast Plant 

8 

- 

- 

Turkey River 

3 

CALKAR 

Ul 

- 

M1,572-65E 

Creek to 


Southwest Plant 

8 

- 

- 

Turkey River 

4 

CAilAMCHE 

Ul 

- 

Ml, 496 

Mississippi River 



8 

- 

- 


5 

CARLISLE 

UI 

- 

Ul ,325-1656 

North River to 



11 

- 

-x-x 

Oea Moines River 

6 

CARROLL 

un 

- 

Ml ,325-165E 

Creek to Middle Pork 



11 

- 

-85E 

Raccoon River 

7 

CARSON 

Ml 

- 

M560.8-12- 

West Nishnabotna River 



U 

- 

64 


8 

CARTER LAKE 

UR 

- 

M633 

Missouri River 



12 

- 

- 


9 

CASCADE 

Ul 

- 

Ml, 512. 6 

North Branch of 



8 

- 

-25E-45E 

Maquoketa River 

10 

CEDAR PALLS 

UU 

- 

Ml.399-35 

Cedar River 


Ced9r Heights Plant 

10 

- 

-1506 


it 

CEDAR FALLS 

UU 

« 

Ml, 399-35 

Cedar River 


Main Plant 

10 

- 

-150E 


12 

* CEDAR RAPIDS 

UM 

- 

Ml, 399-35 

Cedar River 



10 

- 

-756 


13 

CENTERVILLE 


- 

C195.8 

Dry Creek to 


Northeast Plant 

13 

- 

- 

Chariton River 

14 

CENTERVILLE 

UR 

- 

C195-B 

Manson Branch to 


West Plant 

13 

- 

“ 

Chariton River 

13 

CENTRAL CITY 

UM 

- 

Ml, 470. 8 

Wapaiptnlaon River 



8 

- 

-80E 


16 

CHARITON 

UR 

- 

C249.4 

Charlton fllvar 



13 

- 

- 


17 

CHARLES CITY 

UN 

- 

Ml,399-35 

Cedar River 



10 

- 

-175B 


IB 

CHARTER OAK 

UR 

- 

M687.7-4U 

East Pork of 



12 

- 

8 

Soldier River 

19 

CHEROKEE 

MR 

- 

M693, 5-144 

Little Sioux River 



12 

- 

- 


20 

CHURDAN 

UM 

- 

Ml, 325- 165 

Hardin Creek to 



11 

- 

-x-x 

Raccoon River 

21 

CLARENCE 

m 


X 

Mill Creek 



8 

; - 

- 


22 

CLARINDA 

MR 

- 

U480.9- 

Nodaway River 



12 

** 

102,3 


23 

CLARION 

m 

- 

M1,325-225E 

White Pox Creek 



n 

- 

-X-K 

to Roane River 

24 

CLARKSVILLE 

UM 

- 

Ml, 399-33- 

SheLLrook River 



10 

~ 

35E 


25 

* CLEAR LAKE S. D, 

UM 

- 

Ml, 399-35 

Beaver Dam Creek to 



10 

- 

-!>X-X 

Cedar River 

26 

CLINTON 

UM 

- 

Ml, 501 

Mississippi River 



8 

- 

- 


27 

COOOON 

UU 

- 

Ml, 470. Q 

Buffalo Creek 



8 

- 

-65E-30B 


28 

COLFAX 

UM 

_ 

Ml, 360- 1406 

Skunk River 



11 

- 

- 


29 

COLUMBUS JUNCTION 

Ul 

- 

Ml *399-406 

Short Creek to 



1C 

- 

- 

Towa River 

30 

CONRAD 

UU 

- 

Ml, 399-35- 

Wolf Creek 



10 

- 

1 10E-50E 





P.K. f BOD ) 


UN- 

TREATED 

WASTE 


DIS* 
CHARGED 
WASTE 


IS 


450S 
450B 
1 ,OOOE 
100E 
535E 
100E 


2,2006 
2,200E 
1,2006 
600 E 


7,2006 

i.nooe 


400 

400 


2,0006 

2,OOOE 

1, 800E 
7 006 


1,0006 

1006 

24,0006 

5,QO0B 


35O,C0OE 
30.0006 
5,0006 
1 ,Q00E 

2,OOOE 

5006 

9506 

1006 


X 

X 


15,000 

5.O00E 

550 

300 

9,2006 
1 . 300E 
480 
50B 

950 

140 

7,100 

8006 

2,9306 

750E 

1,2006 

9006 


iq6s 


3 o f .JLft. 


REMARKS 


14 


0 

L 


7 

0 

0 

7 

7 

1 
7 

2 
Z 


7 

7 

Z 

4 


*Ct>noeritrio . Can be used as Ffcr or Fth 


7 

7 

4 


x 7 

x 


x 0 

x 

9,0006 7 
9006 - 


2, 1006 
2006 


7 


7006 

7006 


0 


1,3006 7 
300E - 
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INVENTORY OF MUNICIPAL WASTE FACILITIES 







■■ 


TREATMENT FACILITIES 


COMMUNITY, SEWER 




jE 







Estimated 

Population 

Served 






OR ' 

ANITARY DISTRICT 

COUNTY 

I960 

Population 

> 

lA 

O' 

w 2 

Average 
Daily Flow 
MGD 

TREATMENT 

LINE 

NO. 





$ 

>< o 

P.E. 








< 0 2 

(1000’s) 



wmmmmm h 


3 

4 

5 

6 

7 

8 


ION RAPIDS 

Carroll 

1, 560 

l, 400 

3 

X 

0.055 

KaxCmFtrCmDfhrBo 

1 



- 

“ 

- 

- 

6.000 



JRALVILLE 

Johnson 

2,357 

(2,200) 

t 

- 

- 

See Iowa City 

2 

>RNINO 

Adams 

2,041 

1,800 

3 

X 

X 

ShCmFtrCpDchrBo 

y 




- 

' 

- 

2.200 



DRRECTIONVILLE 

Woodbury 

912 

900 

s 

0«060E 

X 

CiBo 

4 



- 

- 

- 

- 

X 



ORIITH 

Hancock 

480 

400 

s 

X 

X 

CiFsBo 

5 



- 

*■ 

- 

- 

X 



ORTDON 

fayna 

1,687 

60 

3 

X 

m 

None 

6 

ast Outfall 


- 


_ 

_ 



ORTDOH 

Wayne 

_ , 

920 

8 

X 

x 

Ce 

7 

orth Plant 


- 

- 



X 


:ORYDON 

Wayne 


500 

3 

X 

X 

Cs 

a 

■outh Plant 


- 




X 


ORYDON 

Wayne 


50 

S 

X 

X 

Cs 

9 

ast Plant 




- 


X 


10UNCIL BLUFFS 

Pottawattamie 

55,641 

54,000 

cs 

X 

- 

None 

10 

RESCO 

Howard 

3,809 

3.500 

3 

X 

X 

SchGmKmCmFtrCmDfhrotBo 

It 



“ 

“ 

- 

- 

4 * 500 

_ 


IRESTON 

Union 

7,667 

7,500 

3 

0*612 

X 

ShCoFtrCoDcarhBo 

12 



~ 

- 

“ 

- 

X 



IUSHINQ 

Woodbury 

261 

220 

3 

0.020 

X 

CsFsBo 

13 



- 

- 

• 

• 

X 



DAKOTA COT 

Humboldt 

706 

630 

S 

X 

0.100 

ShClFtrCpBo 

14 




“ 

~ 

■ 

1,000 



DALLAS CENTER 

Dallas 

1,003 

900 

3 

X 

0*045 

0*900 

ShClFtrCpBo 

15 

DANBURY 

Woodbury 

510 

500 

3 

X 

- 

None 

16 

DANVILLE 

Das Koines 

579 

500 

3 

0.035E 

0*060 

1*200 

ShCiFtrCpFaEcgBo 

17 

* DAVENPORT 

Scott 

88,981 

80,000 

C 

12.008 

16,000 

ScGmCaDfhesLa 

1ft 



* 

- 

- 

- 

109,00 

m 


DAYTON 

Webster 

820 

750 

3 

X 

0.100 

ShClFtrCpBo 

19 



“ 

- 


- 

0.970 



DECORA U 

Winneshiek 

6,435 

6,000 

S 

0.518E 

0.242 

ScQhCfflFtrCpDomrhBo 

20 




* 

- 

- 

5*500 

„ ; 


DENISON 

Cravford 

4,930 

Vrt 

O 

O 

8 

X 

- 

None 

21 

DENVER 

Bremer 

831 

800 

3 

X 

X 

Cs 

22 

* DES KOINES 

Polk 

208,982 

208,000 

SC 

16*450 

X 

30.000 

SmOmOaKaCmFtrCfli 

23 



** 

" 

- 

- 

220.00 

DfrhaLsBo 


DES KOINES 

Mxhland Hills 

Polk 

2,600 

z 

3 

X 

0.180 

2.600 

ShCpFtrCpDgpBo 

24 

de im 

Clinton 

3,224 

3,000 

3 

X 

0*143 

SmCmFthCmFsOf rhBo 

24 


- \ 


- 

- 

- 

3.700 



DEXTER 

Dallas 

670 

400 

S 

X 

X 

x 

ShCeFsBoLs 

26 

DIKE 

Orundy 

630 

600 

s 

X 

0.080 

(CpDop)FtrCpBo 

27 



*■ 


- 

- 

0.800 

_ 


DOWELLS ON 

Lee 

709 

600 

3 

0*0258 

0.072 

ShQhCiFtrCpBo 

29 

won 


" 

- 

- 

- 

0.770 



Lyon 

436 

400 

S 


X 

CiBo 

29 

cot cm 

Cravford 

531 

400 

s 

X 

X 

None 

30 



1 


- 

- 

- 

- 



STATE 



IOWA 

■H 1 

PAGE 4 Of 16 
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INVENTORY OF MUNICIPAL WASTE FACILITIES 



| STATE 

IOWA 

’ YEAR 

1963 

PAfiE 4 Of 16 

LINK 

NO. 

COMMUNITY. SEWER 
OR 

SANITARY DISTRICT 
INSTITUTION 

DRAIN 

AGE 

BASIN 

WATER- 

COURSE 

MILEAGE 

DISCHARGE 

TO 

P,E. fBOD) 

1 

REMARKS 

UN- 

TREATED 

WASTE 

c £ 
.g£ 

Maj 

Min 

Sub 

DIS- 

CHARGED 

WASTE 

al 

"5-2 


9 

m 

m 

\mmmm 

1 12 

13 

id 

15 

1 ■ 

COON RAPIDS 

Ul 

i - 

Ml, 325-145* 

* Middle Fork of 

X 

7 




11 

■ - 

- 

Raoonon River 

250E 



2 

CORALVILLB 

UH 

t - 

- 

Iowa River 

_ 





1C 

- 

- 


- 



3 

CORMINO 

Mf 

- 

U4Q0.9-92- 

Fast Nordwajr River 

1,000 

7 




l! 

- 

44 


300E 



4 

CORRECTION ILLS 

wr 

- 

H693.5-106 

Little Sioux River 

l,OOOE 

2 




12 

- 

- 


700B 

_ 


5 

CORWETH 

UH 

- 

M1.325-185E 

Boone River 

X 

u 




11 

- 

-X-X 


120B 

5 


6 

CORY DON 

UF 

- 

C223-15- lo 

Branch of South 

60 E 

o 



East Outfall 

12 

- 

- 

Chariton River 

60S 



7 

COJtYDQN 

HR 

- 

C223-15-10 

Branch of South 

920E 

4 



North Plant 

13 

- 

- 

Chariton River 

raoE 



8 

CORY DON 

m 

• 

C223-I5-10 

Branch of South 

500E 

4 



South Plant 

13 

- 

- 

Charlton River 

40QE 



9 

CORYDON 

HR 

- 

C223-15-10 

Branch of South 

50E 

4 



Weet Plant 

13 

- 

- 

Chariton River 

50E 



10 

COUNCIL BLUFFS 

HR 

- 

M632 

Missouri River 

60,,0O0E 

0 




12 

- 

- 


60.000B 



11 

CRESCO 

UH 

- 

Ml,399-az5E 

Creek to Upper 

4,OOQE 

7 




6 

- 

“ 

Iowa River 

400E 



12 

CRESTOM 

HR 


M402 .5- 

Creek to Went 

7, 500E 

7 




12 

- 

243.6 

Platte River 

l.noos 



13 

CUSHING 

MR 

- 

H693.5- 

Bacon Creek 

220E 

7 




12 

- 

105-e 


50E 



14 

DAKOTA CITY 

UH 

~ 

ML,325-250E 

Last Fork 

630E 

7 




11 

- 

“ 

Dee Moinea River 

60E 



13 

DALLAS CENTER 

UH 

- , 

H1.325-160E 

Walnut Creek to 

90OE 

5 




11 

- 

-x~x 

Raccoon River 

100E 



16 

DANBURY 

HR 

- 

MR603.5-20E 

Maple River 

500 

0 




12 

- 

-30E 


500 



17 

DANVILLE 

UH 

- 

x-x 

Long Creek 

600S 

7 




11 

- 

- 


60E 



18 

* DAVENPORT 

UH 

: - 

Mi, 465 

'Mississippi River 

90,0005 

7 




8 

- 

i 


60. none 



19 

DAYTON 

UM 

- 

M1,325-2IQE 

SkiUefct Creek to 

750B 

7 




11 

- 

- 

Dee Moines River 

100E 



20 

DECORAH 

UU 

- 

HI, 627*6 

Upper Iowa River 

6, 50 OS; 

L 




6 

- 

-45E 


1.500B 



21 

DENISON 

HR 

- 

MR651.0-65E 

Boyer River 

4, 500E 

0 




12 

- 

- 


4.500C 



22 

DENVER 

UH 

- 

141,399-35- 

Creek to 

BOOS 

4 




10 

- 

145E-x-x 

Cedar River 

400E 



23 

* DBS MOINES 

UU 

- 

,Hl,325-168E 

Dos Moines River 

450,000 

i . 




U 

“ 

- 


1L2I.000 



24 

DES MOINES 

UH 

- 

Nl,325-169E 

Tributary of 

X 

7 



.Highland Hill a 

U 

- 

-x~x 

Middle River 

X 



25 

DB WITT 

UH 

- 

Mi, 470. 8 

Silver Creek to 

3, 600G 

7 




6 

* 

-20E 

Wa nai ntnloon River 

50OE 



26 

DEXTER 

UN 

- 

Ml,325-145E 

Jin Creek to 

X 

5 




11 

~ 

-35E-x~x 

North River 

200E 



27 

DIKE 

UM 

- 

141,399-35 

North Blackhawk Creek 

600S 

7 




10 

- 

-145E-x-x 


60S 



28 

DOMNELLSON 

UH 

- 

DH6-22-3 

Dry Creek to 

600E 

7 




11 

“ 

- 

Snear Creek 

60S 



29 

DOOM 

MR 

- 

BSB4* 7-30*5 

Little Rook River 

400 

2 




7 

— 

- 


300 

_ 


30 

DOW CITY 

HR 

- 

M651-68 

Boyer River 

400 

0 




12 

— 



400 
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INVENTORY OF MUNICIPAL WASTE FACILITIES 



STATE 

IOWA 


PAGE 5 Of 16 

COMM UNITY, SEWER. 

OR 

SANITARY DISTRICT 
INSTITUTION 

COUNTY 

I960 

Population 

Estimated 
Population 
Served , 

2 

fc 

a 

mUU 

AVERAGE 

DAILY FLOW 
MGD 

Dcj’d 

For 

TREATMENT FACILITIES 

UN 

NO 

TREATMENT 

Average 
Daily Flow 
MGD 

P,E. 

(1000’s) 


wmmnmmm 

3 

4 

5 

6 

7 

8 


DO VS 

fright 

882 

800 

S 

O.iOQ 

0.128 

Sia{CiDp)FtrBo 





- 

- 

- 

- 


1.300 

- 



DUBUQUE 

Dubuque 

56,606 

56,000 

s 

X 


13.000 

SohGmCmHoVvZilXp 




- 


- 

- 


400.80 

- 



DUMONT 

Butler 

719 

600 

3 

X 


X 

ClFtnBo 






- 

- 

m 


X 

_ 



BUNKER TON 

Black Hawk 

507 

400 

X 

X 


- 

None 



DUKLAP 

Harrison 

1*254 

1,200 

S 

X 


- 

None 



DURANT 

Cedar 

l,2bb 

1,200 

s 

0.200 

0.271 

B hOo Cm ? t r h Cm Df h B o 




" 

- 

“ 

- 


3.536 




DYERSYILLE 

Dubuque 

2*818 

2,500 

s 

X 


0.162 

SoCiFtrCpBo 





“ 

- 

- 

- 


2.700 




DYSART 

Tana 

1,197 

900 

8 

X 


0.079 

ScClFtrCpBo 





- 

- 

- 

- 


1.175 




EAGLE GROVE 

Vright 

4,381 

4,000 

SC 

X 


0,504 

ScCmFthrCaDfhtrBo 




- 

- 

“ 

- 


6.240 

_ 



EARLHAM 

Madison 

788 

700 

3 

X 


0.040 

ClFtnBo 





• 

- 

- 

- 


0,800 




EARLV ILLE 

Delaware 

bb8 

600 

s 

X 


0,037 

ShCiFtrCpBo 





-* 

“ 

- 

- 


1.000 

_ 



EARLY 

Sao 

824 

700 

s 

X 


X 

CaPaBo 





- 

- 

- 

- 


X 

• 



ELDON 

Wapello 

1,38b 

COO 

c 

a 


- 

None 



ELD-ORA 

Hardin 

3,325 

2,900 

c 

X 


0.163 

ScGhCmFtrCpDcrhBo 




“ 

' 

- 



3.125 

_ 



ELGIN 

Fayette 

644 

600 

s 

X 


0.093 

ClFtrCpBo 





* 

- 

- 

* 


0,900 

_ 



ELKADER 

Clayton 

1,52b 

1,425 

3 

0.085 

- 

Hone 



ELKHART 

Polk 

260 

200 

S 

X 


0.031 

Lo 





- 

- 

- 

- 


0.312 




ELK HORN 

Shelby 

678 

600 

s 



0.083 

Lo 





- 

- 

- 

- 


0.833 




ELLIOT 

Montgomery 

459 

450 

s 

X 


- 

None 


|c 

ELLSWORTH 

Hamilton 

493 

300 

X 

X 


- 

None 


2( 

ELHA 

Howard 

706 

650 

s 

X 


X 

CaFsBo 


2L 

EMERSON 

Mll la 

521 

540 

s 

X 


0.310 

ShCiFtrCpBo 


22 




- 

- 

- 


0.515 

- 



EMM ETSBURG 

Paito Alto 

3,8B7 

3,700 

3 

0.200S 

0.266 

SohCaFtrCpDfrhBo 

23 



- 

- 

- 

- 


2.620 

- 



ESSEX 

Paga 

7b? 

650 

s 

X 


- 

None 


24 

ESTHtRVILLE 

&amct 

7,927 

7,500 

|s 

2,000 

■ 2,920 

( Sf OaKa ) Snj3mKaCroFthr 

25 



- 

- 


- 


82.920 

CaiFtrCmDfhLe 



EVER LY 

Clay 

66B 

600 

s 

0.030 

X 

CiBoLs 


26 

EXIRA 

Audubon 

1,111 

800 

s 

0.075 

X 

None 


27 

FAIRFIELD 

Jefferson 

8,054 

7,300 

s 

0.700E 

0.484 

ShCoFtrCpDfrhBo 

28 



* 

- 

- 

- 


8.625 

_ 



FARLEY 

Dubuque 

920 

850 

s 

0.050E 

X 

CaFsBo 


29 

FARMINGTON 

Van Suren 

902 

800 

X 

X 


X 

None 


30 







- 


*■ 

- 
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INVENTORY OF MUNICIPAL WASTE FACILITIES 


STATE 

YEAR 

IOWA 

196a 


LINE 

NO. 

COMMUNITY, SEWER 
OR 

SANITARY DISTRICT 
INSTITUTION 

DRAIN 

AGK 

BASIN 

WATER. 

COURSE 

MILEAGE 

DISCHARGE 

TO 

P.IL (BOD) 

1 

REMARKS 

UN- 

TREATED 

WASTE 

X 

_ c 

.2 E 

Min 

Sub 

D1S- 

CHARGED 

WASTE 

oH 

'c-S 

a.< 


9 

m 

m 


12 

13 

Id 

15 

1 

DO IS 

Uk 

1 - 

H1,399-195E 

iowa River 

8002 

7 




1C 

- 

- 


100E 

... 


2 

DUBUQUE 

U1 

- 

Ml, 363 

Mississippi River 

350,0002 

7 




8 

- 

- 


250.O00E 

- 


3 

DUMONT 

m 

- 

111,399-35*: 

Spring Creek to 

X 

1 




1C 

- 

175E 

West Frtrk Cedar River 

I50E 



4 

DUNKERTON 

Ul 

- 

HI, 470. 8- 

Crane Creek to 

600E 

0 




8 

- 

llOS 

Wapolpinicon River 

6000 



5 

DUNLAP 

hr 

- 

MR6510.0- 

Boyer River 

1,200 

0 




12 

- 

45E 


1.200 



6 

DURANT 

UM 

- 

x-x 

Mud Creek 

3,0QQE 

7 




10 

- 

• 


300E 

_ 


7 

DYERSV1LLE 

u« 

- 

Ml, 512.6 

North Fork of 

3 ,0008 

7 




8 

- 

-35E-X-X 

Maquoketa River 

4000 



S 

DYSART 

uu 

- 

Ml, 399- USE 

Salt Creek to 

9002 

1 




10 

- 

-X-X 

Iowa River 

3002 



9 

EAGLE GROVE 

UH 

- 

H1,325-225E 

Drainage Uitob to 

6.000E 

7 




11 

- 

-x-x 

Boone River 

600E 



10 

EARLHAH 

uh 

- 

Ul , 325- 16GE 

Bear Creek to 

7000 

5 




11 

- 

-x-x 

Middle Raccoon River 

3002 



11 

eaulvixle 

UH 

- ' 

Hi, 512.6 

Maquokota River 

720E 

7 




8 

- 

-85E ; 


150B 



12 

EARLY 

UR 

• 

U651-125 

Boyar River 

7000 

4 




12 

- 

- 


4002 

- 


13 

ELDON 

UH 

- 

111,325-602 

Des Moines River 

8000 

0 




11 

* 

- 


800E 

- 


14 

EL DORA 

UH 

- 

M1.399-160E 

Iowa River 

X 

7 




10 

- 

- 


400E 

- 


15 

ELQ IN 

UH 

- 

M1,572-S0E 

Turkey River 

700S 

7 




8 

- 

“ 


70S 

- 


1 6 

ELKADER 

UH 

- 

H1,572-35E 

Turkey River 

1,4252 

0 




8 

- . 

- 


1,4252 

- 


17 

ELKHART 

UH 

- 

Ml,360-x-x 

Ditoh to Skunk River 

2002 

7 




11 


- 


202 



18 

ELK HORN 

UR 

- 

MR560.0-90E 

ELkhorn Creek to East 

700E 

X 




12 

- 

- 

Nishnabotna River 

70E 



19 

ELLIOT 

MR 

- 

U560.8-12- 

East Nishnabotna River 

450 

0 




12 

- 

68 


450 



20 

ELLSWORTH 

UH 

- 

Ml,360-200E 

Skunk River 

300 

0 




11 

- 

- 


300 

- 


21 

ELMA 

UH 

- 

Ml, 470.8- 

Hiddle Branch of 

X 

7 




0 

- 

155E-x-x 

Wapalptnitton River 

2000 



22 

EMERSON 

UR 

- 

UR56O.8-50E 

Indian Creek to lost 

450 

7 




12 

- 

—x-x 

Nishnabotna River 

100 



23 

EMWETSBURO 

m 

- 

HI, 325-265E 

West Fork ; of 

4,5003 

7 




11 

- 

-50E 

Des Molnea River 

7502 



24 

ESSEX 

HR 

- 

H560.8-12- 

East Nishnabotna River 

650 

0 




12 

- 

34 


650 



25 

estherville 

UH 

- 

M1,325-265E 

Weet Fork of 

80,0000 

7 




a 

* 

-x-x 

Des Moines River 

a.oooE 



26 

EVERLY 

HR 

- 

H693. 5-227- 

Creek to Ocheyedan River 

7000 

2 




12 

- 

34-12 


350S 



27 

EXTRA 

HR 

- 

M560,8-12- 

Davis Creek to East 

1,350E 

4 




12 

- 

114 

Nishnabotna River 

1.3500 



28 

FAIRFIELD 

Ul 

- 

U1,390-50E 

Crow Creek to 

8,0002 

5 




a 

- 

-30E 

Skunk River 

3,0002 



29 

FARLEY 

UH 

- 

Hl f 550.8 

Kiddera Creek to 

9000 

4 




8 

- 

-x-x 

Left Maruoketa River 

300E 



30 

FARM TNOTON 

UH 

- 

Ml, 325-252 

Des Moines River 

1 ,0002 

0 




a 

— 

— 


1,0002 

- 



2i 















INVENTORY OE MUNICIPAL WASTE FACILITIES 

1 ST ATT: 


YEAR 


ICWA 


COMMUNITY, SC WF.R 

OR 

SANITARY DISTRICT 
INSTITUTION 

COUNTY 

1060 

Population 

Estimated 

Population 

Served 

s 

UJ 

h 

> 

Ml 

ee 

UjLU 

AVERAGE 

DAILY FLOW 
MGD 

Dei’d 

For 

Average 

DailyFlnw 

MGD 

P,E. 

(1000’s) 

ummmmmmmi 

■nail 

■ni 

4 

5 

6 

7 

FARRAQUT 

Fremont 

493 

350 

3 

X 

- 

FAYETTE 

Fayette 

1,59? 

1,300 

S 

0.062 

0.150 



- 

- 

- 

- 

2.500 

FONDA 

Pocahontas 

1,02b 

900 

s 

O.Q40E 

0. HI 



- 

- 

- 

- 

1.387 

FONTANELLE 

Adair 

729 

650 

s 

X 

0.054 



- 

- 

- 

- 

0.900 

FOREST CITY 

Winnebago 

2,930 

2,700 

s 

X 

0.130 



- 

- 

- 

- 

2.600 

FORT DODGE 

Webater 

28,399 

27,000 

s 

2.400 

3.700 



- 

- 

- 

- 

36.300 

FORT MADISON 

Lea 

15,247 

14,500 

C 

X 

- 

FREDERICKSBURG 

Chickasaw 

797 

700 

3 

X 

X 



- 

- 

. 

* 

X 

GALVA 

Ida 

469 

300 

3 

X 

0.045 



- 

- 

- 

- 

0.600 

GAUNAVIILO 

Clayton 

662 

600 

S 

X 

X 



- 

- 

- 

- 

1.930 

GARNER 

Hancock 

1,990 

1,800 

3 

X 

X 



- 

** 

- 

- 

3.440 

GARVIN 

Tama 

54b 

450 

S 

X 

0.018 



- 

- 

- 

- 

0.566 

GEORGE 

Lyon 

1,200 

1,000 

a 

X 

X 



- 

- 

- 

- 

X 

GILMORE CITY 

Pooahontaa 

6EJB 

650 

s 

X 

0.100 



- 

- 

- 

- 

1.000 

GLADBROOK 

Tama 

949 

850 

s 

X 

- 

OLENWOOD 

Mills 

4,783 

3,000 

s 

X 

- 

GLIDDEN 

Carroll 

993 

800 

s 

0,102 

0.124 



* 

- 

- 

- 

2. 100 

GOIRIE 

Webster 

1,127 

1,000 

s 

X 

0.184 



- 

- 

- 

- 

2.000 

GRAETTWGER 

Palo Alto 

879 

600 

s 

X 

- 

GRAND JUNCTION 

Oraene 

949 

900 

s 


0.012 




- 

- 

- 

1.100 

GRAND MOUND 

Clinton 

565 

500 

s 

X 

X 



- 

- 

- 

- 

X 

GRANGER 

Dallas 

468 

400 

s 

X 

0.057 



- 

- 


- ■ 

0.890 

GRANVILLE 

Sioux 

381 

300 

9 

X 

X 



- 

- 



X 

GREENS 

Butler 

1,427 

1,200 

a 

X 

0,171 



- 

- 

- 

- 

2.008 

GREENFIELD 

Adair 

2,243 

2,000 

a 

X 

X 

GRIMES 

Polk 

697 

600 

s 

X 

X 

0.080 



- 

- 

- 

- 

0.800 

0R1NNELL 

Poweshiek 

7,367 

7,000 

s 

0.700 

0.550 




- 

• 

- 

11.000 

GRISWOLD 

Casa 

1,207 

1,000 

3 

X 

0.118 



- 

- 

- 

- 

1.420 

GRUNDY CENTER 

Grundy 

2,403 

2,200 

3 

X 

0.181 



- 

- 

- 

- 

2.500 

GUTHRIE CENTER 

Outbrle 

2,071 

2,100 

S 

X 

0.116 



•* 

- 

- 

- 

2.400 


1962 


PAGE 


TREATMENT FACILITIES 


TREATMENT 


8 

None 


SchKraCmFtrCpDopBo 

ShCiFtrCpDfp 

Lo 

ShCmFtnDorhBo 

SmGmOmKmxCmF trCmBcgDa fa tBo 

Hone 

CiBo 

CIFtrCpBo 

CmFtrDfBo 

KaCaFthCmDfrhBo 

CaFsBo 

CaFsBo 

Lo 

Mono 

Hone 

CC13C0P FtrCpFa 

ShCraFtrCpDp 

Nona 

SchCiFtrCpBo 

CaFsBo 

Lo 

CiFaBo 

CiFtrhCmBo 

ShCiFtrBo 

Sh(CpDop)* FtrCpBo 
GmCSmXSohJfOaKa )CtnFtrCm 

DfhrBo 

ShCiFtrCpBo 

ShCmFtrCmDfhrBo 

SchCraFtrCmDorhBoLfl 


6 of 16 


LINE 

NO. 


1 

2 

3 

4 

5 

6 
1 
8 
9 

10 

11 

12 

13 

14 

15 

16 

17 

18 

19 

20 

21 

22 

23 

24 

21 

2 * 

27 

28 

29 

30 


22 















INVENTORY OF MUNICIPAL WASTE FACILITIES 


STATE 

YEAR 


IOWA 

1962 

page 6 of 16 


LINE 

NO. 

COMMUNITY. SEWER 
OR 

SANITARY DISTRICT 
INSTITUTION 

DRAIN- 

AGE 

BASIN 

WATER- 

COURSE 

MILEAGE 

DISCHARGE 

TO 

PE, 

fBOD) 

c 

z 

c 5 
1 k 

REMARKS 


UN- 

DATED 

ASTE 

Mi, 

Min 

Sub. 

TR 

V 

DIS- 

CHARGED 

WASTE 


9 


E3 

11 

12 

13 

m 

15 

1 

FARRAGUT 

MR 

- 

MR560.Q-25E 

East Nishnabotna River 


350 

0 




12 

- 

-L5E 



350 



2 

FAYETTE 

uu 

- 

Ml , 572-15E 

Volga River 


1,300 

7 




8 

- 

-25E 


X 




3 

FONDA 

UH 

- 

M1325-160E- 

Dltoh to 


1, 200E 

7 




11 

~ 

25-lOOE-x-x 

Cedar Creek 


90OE 



4 

FONTANELLE 

MR 

- 

4B0.9-65E 

Dltoh to Middle 


650E 

7 




12 

- 

-60E 

Nodaway River 


60 E 

, 


5 

FOREST cm 

UM 

- 

x-x 

Lime Creek 

4,000E 

1 




10 

- 

- 


l . 500E 

- 


6 

FORT DODGE 

m 

- 

Ml, 325-255E 

Des Moines River 

90.000 

1 




11 

- 

- 



12,000 



7 

FORT MADTSON 

m 

- 

Ml, 365 

Mississippi River 

150,000 

0 




11 

- 

- 


150.000 

- 


8 

FREDERICKSBURG 

m 

- 

Ml, 470.9- 

East Branch of 

X 


4 




8 

- 

145E-x-x 

Wapsipinlcon River 


560E 



9 

OALVA 

MR 

- 

K693.5-13- 

Creek to Maple River 


300 

7 




12 

- 

56-3 



80 



10 

GARNAVILLO 

UU 

- 

Ml,572-x-x 

Creek to Turkey River 

X 


2 




8 

- 

** 


X 




11 

GARNER 

UM 

- 

B1.399-195E 

East Branch of 

X 


7 




10 

- 

-20E 

Iowa River 


500E 



12 

GARVIN 

UU 

- 

Ml , 399-120E 

Deer Creek to 

X 


4 




10 

- 

-15E 

Iowa River 


150B 



13 

GEORGE 

UR 

- 

IIR762.3-55E 

Little Rook River 

1,00GB 

4 




7 

- 

-25E-40E 



600S 



14 

GILMORE CITY 

UU 

- 

Ml ,325-255E 

Lizard Creek to 


650E 

7 




11 

- 

-X-sc 

Dea Moines River 


60E 



15 

OLADBROOK 

E3 

- 

Ml, 399-35 

Wolf Creek to 


900E 

0 




10 

- 

-75E-X-X 

Cedar River 


900E 

- 


16 

OLFNWOOD 

MR 

- 

M604.5-11 

Keg Creek 

3,000E 

0 




m 


- 


3*OOOE 

- 


17 

GLIDDEN 


- 

Ml , 325- L60E 

Willow Creek to 


800E 

7 

•Creamery waste* 



11 

- 

-x-x 

Middle Raccoon River 

X 


- 


18 

GOVRIE 

UM 

• - 

x-x 

Capstan Ditch to 

2,0G0E 

7 




11 

- 

- 

Butterick Creek 


200E 

- 


19 

ORAETTINOER 

UM 

- 

Ml , 325-300E 

West Fork of 


1.200E 

0 




11 

- 

- 

Des Moines River 


1.200B 

* 


20 

GRAND JUNCTION 

UM 

- 

x-x 

Butterick Creek 


900E 

7 




il 

- 

- 


X 




21 

GRAND MOUND 

UM 

_ 

Ml , 470.8- . 

Dltoh to 


500 E 

4 




8 

- 

20B 

fapaipinioon River 


150E 

- 


22 

GRANGER 

UM 

- 

M1,323-160E 

Beaver Creek to 


000 E 

7 




11 

- 

-15B 

Des Moines River 


ROE 

- 


23 

GRANVILLE 

MR 

- 

M758.3- 

Willow Creek 


300E 

7 




12 

- 

32.9-4-19 


X 


- 


24 

GREENE 

UM 

- 

Ml. 399-35 

Bhsllrock River to 


i,900E 

7 




10 

- 

-155E-X-X 

Cedar River 


200E 

- 


25 

GREENFIELD 

MR 

- 

064-140 

Nine Mile Creek 


2,300 

7 




13 

- 

- 



500E 

- 


26 

GRIMES 

UM 

- 

M1.325-170E 

Beaver Creek to 


600E 

7 

•Sptrogester* 



U 

- 

-x-x 

Des Moines River 


60E 

- 


27 

GRIN NELL 

UM 

- 1 

Ml, 360-75E 

8ugar Creek to 


7.200E 

7 




10 

- : 

-x-x 

North 8kunk River 


720E 

- 


28 

GRISWOLD 

MR 

- 

MR560.8-20E 

Kewen Creek to East 


1,OOOE 

7 




12 


-55E 

Nishnabotna River 


100E 

- 


29 

GRUNDY CENTER 

UK 

- 

MI,399-35t 

Blackhawk Creek 


2,200E 

7 




10 

- 

135E-30B 


X 


_ | 


30 

GUTHRIE CENTER 

UM 

- 

Ml ,325-l60E 

South Raocoon River 

X 


1 

7 




11 

- 

-25E-45E 



400E 

- 



23 















INVENTORY OF MUNICIPAL WASTE FACILITIES 


STATE 


IOWA 

1 


COMMUNITY, SEWER 

OR 

SANITARY DISTRICT 
INSTITUTION 

COUNTY 

I960 

Population 

Estimated 

Population 

Served 

z 

Ul 

H 

tA 

> 

t/5 

o£ 

ulU 

n 

if) 



TREATMENT FACILITIES 

LINE 

NO. 

TREATMENT 


P. E. 

(1000’s) 


wmmmmmm 

3 

4 

"" 5 "" 

6 

7 



GOTTEN BERG 

Clayton 

2,087 

1,700 

s 

0.115E 

- 

None 

1 

HAMBURG 

Fremont 

1,647 

1,000 

3 

X 

- 

None 

7 

HAMPTON 

Franklin 

4,501 

4,000 

3 

X 

0.590 

G KaCmFtrCnDfhBo 

3 



- 

“ 

- 

- 

9.560 

_ 


HANCOCK 

Pottawattamie 

252 

220 

S 

X 

0.018 

CIBo 

4 



- 

- 

- 

- 

0.300 

_ 


HARLAN 

Shelby 

4,350 

4,000 

s 

X 

0,328 

ScKaCmFthCpDfrhmBo 

3 




- 

- 

- 

4.900 

_ 


HARRIS 

Osceola 

258 

230 

s 

0,010 

X 

ClFaBo 

6 



- 

- 

- 

- 

X 

_ 


HARTLEY 

O’Brien 

1,738 

1,600 

3 

0.L38 

0,193 

ScKoCmFthCpDfrhBo 

1 



~ 

- 

- 

- 

3.800 



HAIARDEN 

Sioux 

2,544 

2,500 

s 

X 

- 

None 

8 

HAWKEYE 

Fayette 

516 

450 

3 

X 

0.079 

SmCmFtrCpDoBo 

9 



- 

- 

- 

- 

2.239 

_ 


HIAWATHA 

Linn 

1,336 

1,300 

, 

) 

X 

0.105 

Lo 

10 



- 

- 

* 

- 

1.050 



HINTON 

Plymouth 

403 

300 

s 

X 

- 

None 

11 

HOLSTEIN 

Ida 

L.4L3 

1,400 

> 

J.075E 

0.050 

CiFtrBo 

12 



- 

- 

- 

- 

1.300 

_ 


HOMESTEAD S, D. 

Iota 

- 

200 


X 

0.034 

Lo 

13 




- 

- 

- 

0,336 



KOPKWTON 

Delaware 

768 

1 750 

X 

X 

X 

CiFtC 

14 



- 

- 

- 

- 

0.951 



HOSPERS 

Sioux 

600 

500 

3 

X 

X 

CsBo 

15 



- 

- 

* 

- 

X 

_ 


HUDSON 

Black Havk 

1,085 

900 

S 

X 

0 .062 

ShCpCmFthCoDfpBo 

1C 



- 

- 

- 

- 

2. 104 

- 


HULL 

Sioux 

1,289 

1,100 

s 

0,024 

0.141 

ShCoFtrCpDfhrBo 

17 



- 

- 

- 


3.000 

_ 


HUMBOLDT 

Humboldt 

4,031 

3,500 

s 

X 

0,170 

ScOhCiFtrCpBo 

IB 



- 

- 

- 

- 

2.625 

- 


HUMESTON 

Wayne 

638 

500 

3 

X 

0.045 

GhCiFtnBo 

19 



- 

- 

“ 

- 

0.900 

- 


HUXLEY 

Story 

466 

400 

3 

X 

0.068 

ShCiFtrCpBo 

70 



- 

- 

- 

- 

0.860 

- 


IDA GROVE 

Ida 

2,265 

2,200 

J 

0.200 

0.150 

ShGhCmFtrCmDchmBo 

21 



- 

- 

- 

- 

2.500 

- 


INDEPENDENCE 

Buchanan 

5,498 

5,000 

s 

0,300 

0.610 

SmKraCmF trCmEgDf rhHoB 0 

22 



- 

- 

** 

- 

8.120 

- 


INOIANQLA 

Warren 

7,062 

6,500 

s 

X 

0.315 

SgCciFtrDIhBo 

23 



- 

- 

“ 


6.300 

* 


IN WOOD 

Lyon 

638 

600 

s 

0.030 

X 

ClFaBo 

24 



- 

- 

- 

- 

X 

- 


* IOWA CITY 

Johnson 

33,443 

33,000 

s 

3.250 

3.550 

SmGmCmFtrCmDfrhtBoLa 

25 



- 

- 

- 

- 

28.500 

- 


IOWA FALLS 

Hardin 

5,565 

5,000 

s 

X 

0,775 

SoGmwCmFtrCmDfhrtBo 

26 



- 

- 

- 

- 

8.562 

- 


* IOWA 

Dlokinaon 

- 

4,000 

3 

X 

80.007 

SmO CmFtrCmDIhmBo 

27 

Great Lakes 8. D, 


- 

- 

- 

* 

SO, 030 



IRETON 

Sioux 

510 

800 

X 

X 

O.uyj 

CiFtC 

28 



- 

- 

- 

- 

1.070 



IRWIN 

Shelby 

425 

400 £ 

> 

X 

0.045 

Lo 

29 



- 

- 


- 

0.450 

- 


JANESVILLE 

Bremer 

648 

580 £ 

3 

X 

0.023 

CiFtnCpBo 

30 


. 

- 

- 


- 

X 




24 










INVENTORY OF MUNICIPAL WASTE FACILITIES 


"state 

1 YEAR 


IOWA 

1962 

PACiK T Of 16 


,INE 

NO. 

COMMUNITY, SEWER 
OR 

samitary DISTRICT 
INSTITUTION 

DRAIN- 

AGE 

BASIN 

WATER- 

COURSE 

MILEAGE 

DISCHARGE 

TO 

P.E. (BOD) 

1 

•SB 

3 “ 
22 n 
0-0 

REMARKS 

UN- 

TREATED 

WASTE 

Mtj. 

Min. 

Sub. 

DIS- 

CHARGED 

WASTE 


9 

m 

fTiTl 

U 

12 


m 

15 

I 

GUTTEMBERQ 

UM 


Ml, 599 

Miners Creek 

1,7005 

0 




8 

- 

- 


L700S 

_ 


L 

HAMBURG 

MR 

- 

H560.Q-8 

Nishnabotna River 

1 , 000 E 

0 




12 

- 

- 


1,0005 



5 

HAMPTON 

UM 

- 

Ml, 399-35 

Squaw Creek to feat 

5,8005 

7 




10 

- 

-150B-35E 

Pork Cedar River 

6005 

_ 


A 

HANCOCK 

MR 

- 

11560.8-12 

West Nishnabotna River 

2205 

2 




12 

- 

-78* i . 


150 B 



5 

HARLAN 

m 

- 

U560.8-12 

West Niahnabotna River 

5,0005 

7 




12 

- 

-101 


500E 



6 

HARRI 3 

UR 

- 

H693V5- 

Dry Run to 

600E 

7 




12 

- 

227-34-13 

Oohevedan River 

1005, 



7 

HARTLEY 

NR 

- 

H693.5- 

County Drain to 

3,000 

7 




12 

- 

227-22 

Oohevedan River 

300 



8 

hawarden 

NR 

- 

BS75 

Big Sioux River 

2, 5005 

0 




7 

- 

! 


2,5005 

_ 


9 

hawkete 

UN 

- 

UL,572-15E 

Dry Run to Branch of 

2,0005 

7 




8 

- 

-45E 

Vol«ra River 

200E 

- 


10 

HIAWATHA 

UN 

- 

Ml, 399-35 

Indian Creek to 

1,300E 

1 




10 

- 

-x-x 

Cedar River 

200E 

, 


11 

HINTON 

UR 

- 

M758.3-14.8 

Floyd River 

3005 

3 




12 

- 

- 


3005 

- 


12 

HOLSTETN 

NR 

- 

M693.5-13 

Battle Creek to 

1,5005 

7 




12 

- 

-36-12 

Manle River 

5005 



13 

HOMESTEAD S. D. 

UU 

- 

Ul,399-x-x 

Dltoh to Iowa River 

300E 

7 




10 

- 

- 


30E 



U 

HOPK INTON 

UN 

~ 

X 

Maquoketa River 

750 

X 




8 

- 

- 


115 

- 


15 

HOSPERS 

HR 

- 

N75B.3-63 

Ployd River 

5005 

4 




12 

- 

- 


300E 



16 

HUDSON 

UN 

- 

Ml, 399-35 

Blaokhawk Creek to 

3,200 

7 




10 

- 

-I35E-10E 

Cedar River 

800 

- . 


17 

HULL 

NR 

- 

BS84, 7-16-8 

Creek to Rook River 

2,500 

7 




7 

- 

- 


400E 

- 


18 

HUMDOLDT 

UN 


Ml t 325-255E 

West Fork of 

3,5005 

7 




11 

- 

- 

Dos Moines. River 

K 

- 


19 

HUMESTON 

MR 

- 

C223-30 

Nine Milo Creek to 

500 

1 




13 

** 

- 

South Chariton River 

150 

- 


20 

HUXLEY 

UM 

- 

Ml,360-i60E 

Ditch to Skunk River 

800E 

7 




n 

- 

- 


BOE 

- 


21 

IDA GROVE 

UR 


U693,5-13- 

Maple River 

3,200 

7 




12 

- 

44 


400E 

- 


22 

INDEPENDENCE 

UN 

1 

Ml, 470.8- 

#apaipinioon River 

6,OOOE 

7 




8 

- 

1 15E 


60GE 

- 


23 

INDIANOLA 

UM 

- 

III t 325-150E 

Creek to Middle River 

6, 500E 

7 




11 

- 

-205 


700E 

- 


2 A 

INWOOD 

MR 

- : 

NR762.3-40S 

Creek to 

600 

7 




7 

- 1 

-x~x 

Rl«r Sioux River 

250 

- 


25 

■ft iowa cm 

UM 

- 

111,399-505 

Iowa River 

40,0005 

L 




10 

- 

- 


4.0005 

- 


26 

IOWA PALLS 

UM 

- 

Ml t 399-195E 

Iowa River 

8,0005 

7 




10 

- 

- 


0005 

- 


27 

* TOWA 

MR 

- 

M693.5- 

Creek to Little 

4 ,000* 

l 1 

^Winter data. Tn aumioer 30,000 (top), 


Qreat Lakes S. D. 

12 j 

- 

255-6 

Sioux River 

900* 

- : 

T y 1 r / r 

7,000 (bottom). 

28 

IRBTON 

UR 

- 

X 

Indian Creek to 

800 

X 




7 | 

" 

- 

Bie Sioux River 

120 

- 


29 

IRWIN 

MR 

- 

MR560.Q-25E 

Hleat Niahnabotna River 

4005 

7 




12 

- 

-80E 


40E 

- 


30 

JANESVILLE 

UMi 

- 

Ml, 399-35- 

Quarter Section Run to 

5 BOE 

5 




10 ! 

- 

145E-X-X 

Cedar River 

L50E 

- 



25 

















INVENTORY 



JEPFER30N 

JESUP 

JEWELL 

KANAWHA 

KELLOGG 

KEOKUK 

KEOSAUQUA 

KEOTA 

KEYSTONE 

KINGSLEY 

KIRON 

KLEUHE 

KNOXVILLE 

LAKE CITY 
North Plant 

LAKE CITY 
West Plant. 

LAKE KILLS 

LAKE PARK 

LAKESIDE 

LAKE VIEW 

LAMBS GROVE 

LAMONI 

LANSING 

LA PORTE CITY 

LAURENS 

LEHIGH 

LE MARS 

LENOX 

LKOW 

LIME SPRINGS 
LINN GROVE 


Greene 

Buchanan 

Hamilton 

Hancock 

Jasper 

Lee 

Van Duran 

Keokuk 

Benton 

Plymouth 

Crawford 

Hancock 

Marion 

Calhoun 

Calhoun 

Winnebago 

Dickinson 

Buena Vista 

S&o 

Jasper 

Decatur 

Allamakee 

Blaok Hawk 

Pocahonta 

Webster 

Plymouth 

Taylor 

Decatur 

Howard 

Buena Vista 


OF MUNICIPAL WASTE FACILITIES 


STATE YEAR 

IOWA 1962 PAGE 


_ . Dcs’d TREATMENT FACILITIES 

§ ^ Vof 

Estimated w 9 Average 

Population ^ ^ ^ D w^rI t OW TREATMENT 

Served * * 2 - MOD 


0.360 SgKaCmFtrCtnDfghrBo 

6.000 - 

0.074 ClFtrCpBo 

2.200 - 



1,000 3 3.Q50E 0.073 Lo 

1.100 ^ 


x °' 100 ShCiFtrCpDo 
0.960 _ 


1,000 3 0.050 0.102 ClFtrCpBo 

1.300 _ 

450 3 x 0.030 SoClFtrCpBo 

0.600 - 

1,000 > 0.060 x CaFsBo 

~ x 

230 1 0.020 0.025 ShCiFtrBo 

0.396 . 

500 1 x x CiFtnBo 
~ x 

- ,000 - - l'. oil ShGhKaCoFtrCnDfrhQo 

l.ZOO ! 0.105 0.150 ShCmFfcrCiFtnCpDfpBo 


900 5 * 0-°75 clFtnBo 

1.250 _ 

I 16 OO 3 x 0.107 Lo 

2.050 _ 

_ 900 3 0.055 x clFsBo 


0.107 Lo 
2.050 _ 


1.000 3 0.100 0.054 CiFtrCpLsBo 

1.300 , 


200 S x 

1,900 3 x 

lf200 3 0.074 


x * GhCiFtn 
x 

* °- 301 ShClFtnBo 

4.130 . 


1.700 5 * 0.115 GhCmFtrCmDorhDo 

4.500 - 

1,600 3 0.090 0.130 ShCnFtrCpDfhrBo 

700 J * - Non, 

14 - _ 

&.400 3 x 0.576 SohgCoFtrCoDfhBoL# 

8 . LOO 


* 

1,800 3 0.04 B 0.047 ShahKoCmFlrCpDoot-hBo 

. 500 * * * BoCpFtnCpDapBo 

300 3 x 0.035 Lo 

- - - 0.350 - 
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INVENTORY OF MUNICIPAL WASTE FACILITIES 


STATE 

YEAR 

IOWA | 

1962 


page e of 16 


LINE 

NO. 

COMMUNITY, SEWER. 
OR 

SANITARY DISTRICT 
INSTITUTION 

DRAIN 

AGE 

BASIN 

- WATER. 
COURSE 
MILEAGE 

DISCHARGE 

TO 

P-E. (BOD) 

1 

REMARKS 



H 

I 

DIS. 

CHARGED 

WASTE 

Jj£ 

"c-2 


9 

he 

IQS 


12 

13 

m 

15 

1 

JEFFERSON 

U! 

( - 

Ml, 325-1601 

Creek to Raccoon RIvor 

X 

7 




1 

L - 

-x-x 


l.OOOB 




JESUP 

Ul 

- 

Ml, 399-35 

Spring Creek to 

2,OOOE 

7 




IC 

- 

-135E-X-1C 

Cedar River 

4005 



3 

JEWELL 

Ul 

- 

111,360-2001 

Skunk River 

1,0005 

7 




I 

“ 



100E 



4 

KANAWHA 

Ul 

- 

Ml , 325-2151 

Otter Creek to 

X 

2 




1J 

- 

-65E 

Boone River 

200E 



5 

KELLOGG 

u 


Ml, 360-75E 

North Skunk River 

700E 

7 






-50E 


70E 



6 

KEOKUK 


fl 

Mt,347 

Mississippi River 

X 

0 





H 

- 


X 



7 

KEOSAUQUA 

r 


M1,325-50E 

lies Moines RIvor 

1,000E 

0 




u 




1,0005 



8 

KEOTA 

u 


M1.360-95E 

Dutch Creek to 

1,0005 

7 




IT 

2 

- 

Skunk River 

100E 



9 

KEYSTONE 

UM 

- 

Ul, 399-35 

Prairie Creek to 

1505 

7 




10 

- 

-70E-X-X 

Cedar River 

150E 



10 

KINGSLEY 

UR 

- 

MR693.5-35E 

ttest Fork of 

1,0002 

4 




12 

- 

-50E 

Little Sioux River 

6005 



It 

kiron. 

MR 

- 

wn651-x-x 

Ottor Creek to 

230E 

7 




12 

- 

- 

Royer River 

205 



12 

KLEKMB 

UM 

- 

- 

Land 

5005 

5 




10 

- 

- 


0 



13 

KNOXVILLE 

UM 

- 

M1.385-125E 

Conpetine Crook to 

X 

7 




11 

- 

-x-x 

Des Moines Rivor 

IflOE 



14 

LAKE CITY 

UM 

- 

«l,325-L60E 

Lake Creek to 

l.annR 

7 



North Plant 

11 

- 

-100E 

Raccoon River 

120E 



13 

LAKE CITY 

UM 

- 

Ml, 325-1602 

Lake Creok to 

9002 




West Plant 

11 

- 

-100E 

Raccoon Rivor 

3005 



16 

LAKE HILLS 

uu 

- 

Wl.,399-35- 

Ditch to Lime Creek 

1, 900E 

7 




10 

- 

155E-50E 


200E 



17 

LAKE PARK 

MR 

- 

U693.5- 

Silver Creek to 

1,0002 

z 




12 

- 

270-14 

Little Sioux Rivor 

400E 



10 

LAKESIDE 

UM 

- 

Ml,325-160E 

Creek to 






11 

- 

-x-x 

Raccoon Rivor 



19 

LAKE VIEW 

UM 

- 

X 

Indian Creek 

J 




11 

- 

- 




20 

LAMBS GROVE 

UM 

- 

Ml ,360-l6QE 

Cherry Creek to 





11 

- 

-x-x 

Skunk River 



21 

LA MON I 

MR 

- 

MR251.3-50E 

Seven Mile Creek 

► 




13 

- 

-90E 


I 


22 

LANSING 

UM 

- 

111,627 

Mississippi Rivor 

l 




6 

- 

- 


1 


23 

LA PORTE CITY 

UM 

- 

Ml, 399-35 

Big Creek to 

3, 




10 

- 

-HOE 

Cedair River 



24 

LAURENS 

UM 

- 

Ml ,325-l60E 

Big Cedar Crook 

] 




n 

- 

-120E-X-X 




23 

LEHIGH 

UM 

- 

Ml, 325-245E 

Des Uolnea River 





11 

- 

- 




26 

LET MARS 

MR 


U758.3- 

Floyd River 

7 




12 

- 

32.9 




27 

LENOX 

MR 

- 

M402.5-79- 

East Fork of 102 River 





12 

- 

82-34 




28 

LEON 

MR 

- 

061-28- 

McGrunder Creek to 





13 

- 

35-24 

Grand River 



29 

LINE SPRINGS 

UM 

- 

Ml, 627. 6 

Upper Iova River 

X 




6 

- 

-60S 




30 

LINN GROVE 

UR 


MR693.5-95E 

Little Sioux River ; 





12 


- 
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INVENTORY 


OF MUNICIPAL WASTE FACILITIES 

[STATE 


COMMUNITY; SEWER 
OR 

SANITARY DISTRICT 
INSTITUTION 


LISSOM 
LITTLE ROCK 
LIVERMORE 
LOGAN 
LOHRVILLE 
LOST NATION 
LOIDEN 
LMNVfLLE 
MC GREGOR 
MADRID 
MALVERN 
MANCHESTER 
MANILLA 
MANLEY 
manning 
MANSCN 
MAPLETOM 
MAQUOKETA 
MARCUS 
MARENGO 
MARION 
MARQUETTE 
MASON cm 
MARSHALLTOWN 
masseha 

MAURICE 

MAX1ELL 

MECHANICSVILLE 

meoiapolts 

melboorne 



Clayton 

Boon© 

Mills 

Delaware 

Crawford 

Worth 

Carroll 

Calhoun 

Monona 

Jackson 

Cherokee 

Iowa 

Linn 

Clayton 

Cerro Gordo 

Marshall 

Cass 

Sioux 
Story 
Cedar 
l>03 Moines 
Marshall 


1,040 
2,286 
1* 193 
4,402 
939 
1,425 
1,676 
1,789 
1,686 
5,909 
1,307 
2,264 
10,882 
572 
30,642 
22,521 
456 
237 
773 
1,010 
1,040 
517 


s 

Des'd 

TREATMENT FACILITIES 

p 

w 2 

0 

* 2 n 

ror 

Average 

DailyFlow 

MOD 

TREATMENT 

111 C U 

> < Q 
<OS 

6 

P.E. 

(1000*s> 

7 

8 


Linn 

1,227 

1,000 S 

Lyon 

564 

400 5 

Huaboldt 

545 

500 S 

Harrison 

1,605 

1,400 S 

Calhoun 

653 

600 S 

Clinton 

567 

500 S 

Cedar 

641 

640 S 

Jasper 

411 

350 5 


1.000 3 x 

2,100 J x 

1,190 S x 

4.000 J x 

800 S x 

MOO 3 x 


x CiFoBo 

x 

1 * CiFtnBo 

X 

x CiFtnBo 

x 

" None 

0.067 shCiFtrCmOo 

1-150 . 

0.082 Lo 

o.aoo „ 

O.'a's ShClFtrCpBo 
o.o« Lo 

0,410 

Nona 

* CaFtnCpBo 
x 

None 

5 ! 400 SoamKmCr "f’tf’CinDfrhL3 


I.’SOO SoC1FtI 'CpBo 


1,200 S x 0 13? 

- - - 2 .WO ShCiFtnCpBo 

1.3003 0,150 O.lqo Lo 

2.156 _ 


5.500 C 0.700 0.750 M^DfrL. 

1.500 3 0.070 0.116 CpFtrCpDoBo 

i ,Q0 ° 3 X , - None 


<5.500,8 0.274 - Se 6 Cedar R Qp l da 

, 55 °? * None 

“.000 2 2.667 x S ' nQhC1FtnC1L£I 

22,000 S x 3 

Qq ] 500 OohOeKraCmflaCmEgDefrhLeZo 

. 400 ? °:°“ O.050 SmClFtrCpOo 

, 2103 « T C!Be 

- 770 - - KOOO _ C1PtrC P Bo 


900 x x 
400 x x 
300 3 * 


0;050 ShClFtrCpBo 

None 

0;030 ShClFtrCpBo 
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INVENTORY OF MUNICIPAL WASTE FACILITIES 


LINE 

NO. 

COMMUNITY. SEWER 
OR 

1 SANITARY DISTRICT 
INSTITUTION 

DRAIN 

AGF- 

BASIN 

WATER- 

COURSE 

MILEAGE 

DISCHARGE 

TO 

PE. (BOD) 

1 

REMARKS 

WTOM 

EMvIa 

/ 

c F 

,2 p 

Mai 

Min 

' Sub 

BHK99PI 

B3 

j£ t 
T-q 


9 

m 

IBS 

\mammam 

12 

MM i 

Id 

15 

1 

LISBON 

Ui 

1 - 

Ml, 399-35 

Dry Run to Cedar fUvor 

1,OOOE 

III 




1C 

3 - 

-BOB 


30DE 

• 


2 

LITTLE ROCK 

HF 

1 - 

MR762.3-50E 

Little Rock River 

<ioqe 

l 




7 

~ 

-40E 


1 50S 



3 

LIVERHORB 

IJ1 

- 

HI ,325-2801: 

Lotts Creek to East 

X 

7 




1] 

- 

- 

Fork f)ea Moines River 

125E 



4 

LOGAN 

ME 

- 

MR651-35E 

Boyer River 

2,OaOE 

0 




U 

- 

- 


2.000E 



5 

LOHRVILLE 

UI 

- 

HI ,325- 160E 

Cedar Creek to 

600E 

7 




V 

- 

-x-x 

Raccoon Rtvor 




6 

LOST NATION 

m 

- 

HI f 470 .8 

Lost Nation Ditch to 

700 E 

'7 




8 

- 

~35E 

Wand nlnicon River 

70 E 



7 

LOS DEN 

W 

- 

Ml, 470,8 

Yankee Run Creek to 

X 

7 




8 

“ 

-30E 

Wane! nlnicon River 

X 



8 

LYNMVILLB 

UM 

- 

Ml,360-75E 

Ditch to North 

350E 

7 




u 

- 

-75E-40E 

Skunk River 

30E 



9 

MC GREGOR 

uw 

- 

Ml ,617 

Mississippi River 

l,OGOE 

0 




6 

“ 

- 


l , OQO.G 



10 

MADRID 

UM 

- 

Ml p 325-l95E 

Creek to 

2, 10QB 

0 




a 

- 

- 

! Dea Moines River 

600E 



11 

MALVERN 

MR 

” 

H5&0.8-12- 

Silver Creek 

2.000E 

0 



1 

12 


32-5 


2.000E 

- 


12 

MANCHESTER 

UM 

- 

Hl t 512,6- 

kaquoketa River 

6.000E 

7 




8 

- 

105E 


600E, 



13 

MANILLA 

MR 

- 

H560. 3-12 

West Fork of tfeut 

CODE 

4 




12 

- 

-101-L3 

Nlahnahotna River 

500E 



14 

MANLEY 

m 

- 

HI, 399-35- 

Creek to 

1, 100E 

7 




10 

- 

155E-65E 

She l l Rook River 

250E 



15 

MANNING 

MR 

- 

M560.3-12- 

West Nishnabotna River 

1,200 

t 




12 

** 

127,2 


300 



16 

M ANSON 

UM 

- 

HL.325-I60E 

Cedar Creek to 

2,155 

7 




11 

- 

-x-x 

Raccoon River 

100 



17 

MAPI ETON 

MR 

- 

M693«5-13 

Maple River 

2,200 

4 




12 

- 

-16 


700E 



18 

liAQUOKETA 

UU 

- 

Ml, 512.6- 

Maquoketa River 

6,000 

7 




8 

- 

35E 


4-000 



19 

MARCOS 

MR 

- 

M693,5-23- 

Fiddle Creek to West Fork 

2,OGOE 

7 




12 

- 

67 

of Little Sioux River 

200E 



20 

MARENGO 

UM 

- 

M1*399-100E 

Iowa River 

l,800G 

0 




10 


- 


1 ,Q00E 

- 


21 

MARION 

UM 

~ 


Cedar River 






10 

- 

- 





22 

MARQUETTE 

UU 


Ul,6l8 

Mlssiasippi River 

550E 

0 




6 

- 

- 


550E 

- 


25 

MASON CITY 

UM 

- 

# 

Limo Creek 

55,OOOE 

7 

*H1, 399-35- 1 55E-25E-25B 



10 


“ 


5.000E 

« 


24 

MARSHALLTOWN 

UU 

- 

Ml, 399-MOE 

Iowa River 

60, 000 E 

7 




10 

- 

- 


600E 

- 


25 

MASSENA 

MR 

- 

MR480, 9~ 

Waafc Nodaway River to 

400 

7 




12 


175B 

Nodaway River 

40 



26 

MAURICE 

HR 

- 

MR758, 3-50E 

West Branch of 

210 

2 




12 

- 

- 

Floyd River 

150E 



27 

MAXWELL 

UU 

- 

HI, 360-165E 

Rook Creek 

700E 

7 




n 

- 

-X-X 


iOOE 



28 

UECHANT CSV ILLS 

UU 

- 

Ml, 399-35- 

Clear Creek to 

900E 

7 




10 

- 

72E-X-X 

Cedar River 

100E 



29 

MED I A POL IS 

UM 

- 

Ml,386-x-x 

Havrkeye Creek to 

l,040E 

0 




11 

- 

- 

Mi aalasinni River 

l.CMOE 



30 

MELBOURNE 

UH 

- 

M1.,360-95E 

Creek to North 

X 

7 




a 

- , 

-70E-X-X 

Skunk River 

50 




STATE 

YEAR 


ICWA 

1962 

PAGE 9 of 16 
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STATE 


YEAR 
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Dcs'd 

TREATMENT FACILITIES 1 


COMMUNITY, SEWER 




% 

£ 


For 





I960 

Population 

Estimated 




Average 



LINE 

NO. 

OR 

SANITARY DISTRICT 

COUNTY 

Population 
Served u 

> 

in 

o£ 

0 ^ p 

ailyFlow 

MC,D 

TREATMENT 

INSTITUTION 



0 

> 

t- 

H 

m 

P.E. 

(1000’s) 


8 


l 

MELCHEft V 

2 

larion 

3 

867 

— L— 1 

u 

1 

i 

■ 

0.004 

CsFsBo 


1 



- 


1 

- 


0.175 

- 



ilERR ILL 

Plymouth 

645 



X 


! 

Hone 


2 

MIDDLETOWN 

Dos Moines 

245 



X 


0.025 

CiFsBo 


3 



- 


- 

- 


0.500 

- 


A 

MILFORD 

Dickinson 

1 >476 


S 

0, 

100 

- 

See Iowa 





- 


- 

- 

- 

Qreat Lakes S 

. D. I 


MINBTO 

Dallae 

357 

220 

3 

X 


- 

None 



MINDER 

Pottawattamie 

355 

350 

3 

0 

o 

■c* 

O 

0,045 

Lo 


<y 



- 

- 

- 


- 

0.450 

- 


■7 

MISSOURI VALLEY 

Harrison 

3,567 

3,200 

S 


K 

- 

None 



UITCHELLVILLE 

Polk 

957 

900 

S 


K 

0.154 

ShCiFtrCpBo 


fl 



- 

- 

- 


- 

1.500 

- 


9 

MONONA 

Clayton 

1,346 

510 

s 

0.036 

0.020 

CsFeBo 



Worth Plant 


- 

- 

- 


" 

0.550 

- 


10 

MONONA 

Clayton 

- 

770 

s 

0,054 

X 

CiFsBo 


South Plant 


- 

- 

- 


- 

X 

- 


H 

MONROE 

Jasper 

1,366 

1,200 

3 


X 

0.072 

ShCiFtrCpBo 




- 

- 

-* 


~ 

1,200 

- 


12 


UQNTEZUldA 

Poweshiek 

1,416 

1,000 

s 


X 

X 

X 

CiFsBo 



MONTICELLO 

Jones 

3,190 

2,500 

3 


X 

0.104 

ShGh{KmCm)FtrCpDf rhHoBo 

13 



- 

- 

- 


- 

2,300 

- 


U 

MONTROSE 

Lee 

632 

375 

S 


X 

0.011 

Cs 



- 

- 

- 


“ 

0.37C 

_ 


13 

MOULTON 

Appanooee 

773 

540 

s 


X 

X 

CiFtnBo 




■ 

“ 

" 


-* 

X 

0.1B5 

- 


16 

MOUNT AYR 

Ringgold 

1,738 

X 

s 


X 

ShGhCiFtrCpBo 


- 

- 

- 


- 

2,150 

: 0.22!: 

- 


17 


MOUNT PLEASANT 

Henry 

7,33S 

6, 500 

s< 

3 0 

.550E 

ShGhCiFtnBo 



- 

- 

- 


- 

4.50C 

_ 


1H 

MOUNT VERNON 

Linn 

2,592 

1,50C 

s 


X 

0.223 

ShGhCmFthCiFsDfhrBo 


- 

- 

- 


*■ 

3,800 

_ 


19 

MOVILLE 

Woodbury 

1,156 

1,000 

s 

0 

150E 

X 

CflLs 




- 

- 

“ 


*• 

X 

- 


20 

MUSCATINE 

Muscatine 

20,99/ 

o 

o 

t-T i 

t c 


X 

- 

None 


NASHUA 

Floyd 

1,737 

1,100 

) c 


X 

0,078 

ClFtrCpBo 


21 

- 

- 

- 


- 

1.480 

- 


22 

NEOLA 

Pottawattamie 

07C 

80C 

) s 


X 

0.04? 

CiFtnBo 



- 

- 

- 


- 

0.87C 

- 


23 

NEVADA 

Story 

4,227 

4,OOC 

> s 


X 

0.160 

ShOhCmFtrCpFsDhmrcptLsBo 

- 

- 

- 


- 

4.500 

- 


21 

m ALB IN 

Allamakee 

643 

600 

t X 


X 

- 

None 


HER ELL 

Buena Vista 

89; 

73C 

) s 


X 

X ■ 

X 

ShClFtnCpBo 


23 

NCR HAMPTON 

Chickasaw 

3,456 

2,000 

I s 


X 

X 

X 

ClFtnCpBo 


26 

NEW LONDON 

Henry 

1,694 

1,600 

I c 


X 

0.187 

ShCpFtrCpDpBo 

27 


* 

- 

- 


- 

3,000 

- 


28 

eu AR0N 

Mahaska 

1,06; 




o.io< 

) 0.131 

L ShCmFtrCpDTpBo 


- 




- 

1.26C 

- 


19 

NEWTON 

Jasper 

15,38) 




X 

X 

OhCiFtnCpBo 


Northweat Plant 


- 




- 

X 

- 


36 

NEWTON 

Jasper 

- 




X 

3. IOC 

) SchGmKaCmFtrCmDJChrSo 

South Plant 


- 



_l 

“ 

22.50C 

JL: 




30 




INVENTORY OF MUNICIPAL WASTE FACILITIES 


dNE 

NO. 

COMMUNITY, SEWER 

DRAIN- 
AGE 
BASIN | 

WATER- 

COURSE 

MILEAGE 



1 

ll 

a a 

REMARKS 

DISCHARGE 

TO 

msum 

Bagaaga 

OR 

SANITARY DISTRICT 
INSTITUTION 

Uaj. 

'kfin. 

Suti 


DIS- 

CHARGED 

WASTE 


9 

Ed 

13 

it 

12 

■OH 

mi 

15 

1 

UELCIIER 

UM 

.. 

Ml ,325- 120E 

English Creek to 

X 

5 




11 

- 

-x-x 

Des Moines River 

30E 



2 

UERRILL 

MR 

- 

U758.3-22 

Floyd River 

40QE 

0 




12 

- 

- 


400E 



3 

MIDDLETON 

UM 

- 

Ml, 369. 2 

Flint Creek to 

X 

2i 




11 

- 

-x-x 

Mississippi River 

30E 

5 


4 

UILFQRD 

MR 

- 

- 

Creek to Little 

_ 





12 

- 

- 

Sioux River 

- 



5 

UINBURN 

UM 

- 

Ml , 325-160E 

Dry Run to 

220E 

0 




n 

- 

-x-x 

Raccoon River 

220E 

- 


6 

UrNDEN 

UR 

~ 

UR6Q4-50E 

Keg Creek to 

450 

7 




12 

- 

~ 

Missouri River 

40 



7 

MISSOURI VALLEY 

UR 

_ 

MR651-X-X 

W1 l low Creek to 

3, 200B 

) 




12 

- 

- 

nrwflr River 

3.?00E 

- 


8 

HITCHELLVfLLE 

UM 

- 

Ml ,325- 170E 

Camp Creek to 

900 

7 




11 

- 

-x-x 

Dos Moines 

ono 

- 


9 

MONONA 

UM 

- 

Ml * 572-x-x 

Dry Creek to 

510B 

4 



North Plant 

8 

- 

- 

Turkey River 

300E 



10 

MONONA 

UM 

_ 

Ml ,601.7 

Dry Creek to 

770E 

4 



South Plont 

0 

- 

-x-x 

Yfillnfi River 

500E 

- 


11 

MONROE 

UM 

- 

Ml , 360-135E 

Creek to Skunk River 

1 ,200E 

7 




11 

- 

-x-x 


120E 

.. 


12 

MONTEZUMA 

UM 

- 

Ml ,360-GOE 

Moon Crook to 

l.OOOE 

4 




10 

- 

-40E-X-X 

North Skunk River 

' IOOB 

- 


13 

MOMTICELLO 

uu 

- 

MI *512.6- 

Maquokota River 

4 , 100E 

7 




0 


65E 


400E 

- 


14 

MONTROSE 

UM 

- 

ML ,338.9 

Mississippi River 

375E 

7 




a 

- 

- 


310E 

- 


13 

HOULTOM 

UM 

« 

Ml , 287-10E 

lorfch Fabiua River 

550E 

5 




n 

- 

-GOB 


100E 



16 

MOUNT AYR 

UR 

- 

G142-41 

Middle Fork 

X 





13 

- 

- 

Grand River 

X 

i 


17 

MOUNT PLEASANT 

uu 

_ 

Ml,360-x-x 

Saunders Creek 

6, 500E 

9 




a 

- 

- 


l , 600E 

1 


18 

MOUNT VERNON 

uu 

_ 

Ml, 399-35 

Creek to Cedar Creek 


7 




10 

- 

-75B-X ! 


100E 

- 


19 

MOV ILLS 

UR 

- , 

HR693.5-15E 

West Fork of 

i*050E 

4 




12 

- 

-40E 

Little Sioux River 


- 


20 

MUSCATINE 

UM 

- 

Ml, 4 19 

Mississippi Rlvor 

X 

) 




10 

- 

- 


X 

- ■ 


21 

NASHUA 

UM 


Ml *399-35 

Cedar River 

1, 100E 

7 




10 

- 

-165E 


200E 

- 


22 

N E-OLA 

UR 

- 

M622.3-26 

Mosquito Creek 

800E 

2 




12 

- 

- 


600E 

- 


23 

NEVADA 

UM 

- 

U1,360-155E 

West Branch of 

X 

5 




U 

- 

-40E 

Indian Creek 

X 

- 


24 

NEW ALBIN 

UU 

- 

Ml, 637 

Mississippi River 

< 

) 




6 

- 

- 


K 

- 


25 

NEWELL 

UU 

- 

M1,325-160E 

Creek to 

1 , 300E 

L 




a 

- 

-x-x 

Flaccoon River 

200E 

- 


26 

NEW HAMPTON 

UU 

- 

Ml, 470. G 

Creek to East Branch of 

( 

L 




a 

- 

-160E-X-X 

tfnnAtnlnlcon River 

800E 



27 

NEW LONDON 

uu 


Ml ,360-30E 

rtud Creek to Skunk River 

2.200E 

? 




li 

- 

- 


200 E 

- 


28 

NEW 3HARCN 

UM 


Ml ,360-ll3E 

Dry Creek to 

IMS 

7 




a 

- 

- 

Nnrt.h Skunk River 

100E 

- 


29 

NEWTON 

UU 

_ 

Ul,360-150E 

Cherry Creek to 

4 ,000E 

i 



Northwest Plant 

a 

- 

-x-x 

Skunk River 

400E 

* 


30 

NEWTON 

uu 

- 

Ul t 360-150E 

Sever Creek 

12*OOOE 

7 



Smith Plant 

a 

- 

-x-x 


a. none 

- 



STATE 

1 YEAR 


IOWA 

1962 

PAGE iq of 
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INVENTORY OF MUNICIPAL WASTE FACILITIES 



NEITOfl 

Southwest Plant 
NORA SPRINGS 

NORTH ENGLISH 

NORTH WOOD 

NORWALK 


OAKLAND 


OCHEYEDAN 


ODE80LT 


OELWEIN 


ORANGE CITY 


OSKALOOSA 
North Plant 

OSKAL003A 
South Plant 
OSS TAN 

Northeast Plant 
OSS IAN 

Northwest Plant 
OSSIAN 

Southeast Plant 
OSSIAN 

Southwest Plant 
OTTUMWA 


OXFORD JUNCTION 


PARKERSBURG 


Pottawattamie 


Fayette 


Dickinson 


Winneshiek 


Winneshiek 


Winneshiek 


Wapello 


Plymouth 


0.L50 0. LSI 
2.739 
0,060 0,725 
2,000 

0. 150 0,180 
2.193 

1,200 b b.lOOE 0.120 

1.500 

1,100 S x 

650 S 0.020 x 
- x 

1,300 SC 0.130 0.1B7 

2. 050 

8,000 S 0.900 0,950 

12,000 

1,200 S 0.200 0.250 

1.850 


3,000 i X 0.346 
5.300 

2,600 3 0.110 0.233 

3,000 


5,500 3 x 0.570 

6.500 

5,500 3 0.600 0.570 

6.500 

UO S X x 


1 


400 S 0.020 0.075 
0.940 


PAULIINA 


1 1 200 3 x 0.060 
1.200 

1,200 S 0.150 0.183 
















INVENTORY OF MUNICIPAL WASTE FACILITIES 


STATE 

YUAR. 


IOWA 

1962 

PACiE 11 Of 16 




1 NEWTON 
Southwest Plant 

2 MORA SPRINGS 

NORTH ENGLISH 
NORTHWOOD 
NORWALK 
6 OAKLAND 
f OCHEYEOAM 
8 ODEBOLT 
OELWETtI 


ORANGE CITT 


OS K A LOOS A 
North Plant 

0SKAL003A 
South Plant 
OJJSIAN 

Northeast Plant 
OSS TAN 

Northwest Plant 
OCSIAN 
Southeast Plant 

23 OSS IAN 
Southwest Plant 

24 OTTUMWA 

25 OXFORD 

26 OXFORD JUNCTION 
OYENS 
PANORA 
PARKERSBURG 
PAULLINA 



Ml ,360 
-x~x 
Ml, 399- 
190E-X- 


Hl,399 

I 90 E-X' 

M 1,325- 

-10E 

U560.8- 

70 


Ml , 470. 
U5E-X- 


M1.470J 

-65E-X-: 


>-l50E Cherry Creek to 
Skunk River 

-35' Shellrock River 
-x 

South Pork of 
Little Creek 

-35- Shellrock River 


150E Ditch to North River to 
Dos Moines River 

•12- West Nlghnabotna River 

• Ucheyedan Creek 

13- Odelbolt Creek to 
Mnrilft River 

8- Otter Creek 
x 

160E Beaver Creek to 
Dea Moinea River 
Creek to Little 
Sioux River 

8 Walnut Creek 

x 

6 Monona-Harrieon Ditch 


11758,3-23 Crook to Floyd River 
-15.5-11 

Creek to Little 

- Sioux River 

Ml, 399-35- Sugar Creek to 
195E-x-x Cedar River 
Ml,325-145E Branch of 
"X-x Whitobreost Creek 

Mt,360-U3B Creek to Skunk River 
-x-x 

Ml ,325-1 12E Creek to Deo Holnea River 
-x-x 

Ml,60l,7 Creek to Yellow River 
-x-x 

111,601.7 Creek to Yellow River 
-x-x 

Ml t 60i.7 Creek to Turkey River 
-x-x 

Ml, 601. 7 Creek to Turkey River 

-x-x 

M1,325-85E Des Moine3 River 

Ml,399-IOOE Ditch to Iowa River 

Ml, 470, 8 Wapaipinioon River 

-50E 

- No effluent 

M1,325-160E Middle Racooon River 
-40E-x-x 

Ml ,399-35- Beaver Creek to 

55E-15B Cedar River 

MR693.5-90E Milt Creek to Little 
-x-x Sioux River 


2,000E 7 


1 , 200E 7 


l , 100E JO 
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INVENTORY OF MUNICIPAL WASTE FACILITIES 








Dcs’d 

Por 

TREATMENT FACILITIES 

— 1 * 

COMMUNITY) SUWF.R 

OR 

SANITARY DISTRICT 
INSTITUTION 





£ 



COUNTY 

I960 

Population 

Pst inured 
Popular ion 
Served 

1 

>* 

<A 

u.K 

w 3 
o c 

i5 jj Q 

UJ a D 
> < 0 

Average 
Dally Plow 
MOD 

TREATMENT 

L! 

N 





P.U. 







< 0 S 

(icon’s) 



W— 1 

wmmamm ii 

3 

4 

D 

6 

7 

B 


PE LI, A 

Mnln Plant 

Marion 

5,i9Q 

2,500 


X 

0.190 

7.400 

8mCCmDCCl3FtrCmFtnCm0f rOo 


PELLA 

Southwest Plant 

Marlon 


200 

1 

X 

0.043 

0,500 

CiFtrCpBo 


PERRY 

Dalian 


5,500 


0,700 

0,750 

ShQmKinCraFtrDfrhBo 




~ 

- 


* 

G.500 



PETERSON 

Clay 5 

565 

600 

9 

X 

0.036 

ClFtrBo 




- 


9 

- 

0,718 



PIERSON 

Woodbury 


400 


X 

X 

ClFsBo 




- 

- 


- 

X 



PLAINFIELD 

Brcraor 


400 

9 

X 

X 

Cslp 




- 

- 

9 

- 

X 



PLEASANTVILLE 

Marion 

1,025 

GOO 


0,000 

X 

CiFtnBo 





- 



X 



POCAHONTAS 

Pocahontas 

2,011 

1,925 

m 

0,100 

0,227 

ShCruFtrDfrhBo 




- 

- 

9 

- 

3.300 



POMEROY 

Calhoun 

016 

700 


0,050 

X 

CoFtnflo 




“ 

- 


- 

X 



POSTVILLE 

Allamakee 

1,554 

1,300 


0.090 

0.294 

SchKaCmFthCmFaDfrH Bo 




- 

- 


- 

2.700 

_ 


PRAIRIE CITY 

Jaoper 

945 

900 


X 

0.065 

SmCiFtrCpBo 




** 

“ 


- 

1.200 



PUESTCN 

Jackson 

019 

800 


0.070 

X 

CoFoBo 


PR HIGH Aft 

O’Brien 

1,131 

900 


),060E 

0.135 

Lo 




- 

- 

9 

- 

1.350 



QUIUBY 

Chcrokoe 

369 

330 

9 

X 

X 

Cs 





- 

9 

~ 

X 



REDFIELD 

Dallao 

966 

700 


X 

- 

None 


RED OAK 

Montgomery 

6,421 

6,000 


0,550 

0,796 

SoOmwCmPtrCmDfhtBo 




- 

- 


- 

R.712 

_ 


REINBECK 

Orundy 

1,621 

1,400 

3 

X 

0.124 

1 .850 

ShCiFtrCpBo 


REUBEN 

Plymouth 

1|33B 

1,300 


0,065 

0.090 

CiFtnBo 




- 

** 

9 

- 

1.400 



RICEVILLE 

Mitchell 

098 

700 


X 

X 

CflFaBo 


RICKETTS 

Crawford 

133 

100 


X 

X 

X 

CiBo 




- 

- 


- 

0.220 



R IPPEY 

Oroeue 

331 

300 


X 

- 

Nono 

4 

RIVERSIDE 

Washington 

656 

500 

9 

X 

- 

None 

2 

ROCK RAPIDS 

Lyon 

2,700 

2,000 

3 

X 

0.300 

ShCmFtrCmDfhrBo 

2 



- 

- 

- 


4.500 



ROCK VALLEY 

Sioux 

1*693 

1,100 

3 

X 

X 

CoFoDo 

2 

ROCKWELL 

Cerro Oordo 

772 

350 

S 

X 

X 

O.iOO 

CwFtnCpDapBo 

2 

ROCKWELL CITY 


~ 

- 


- 

0,840 

_ 


Calhoun 

2,313 

1,910 

C 

X 

0.208 

OohdhCtfiFtrCpDfrBo 

« 



— 

** 

- 

- 

4.300 

w 


ROLAND 

Story 

740 

600 

3 

X 

X 

CoFtnDo 

2 ? 

ROLFE 

Pocahontas 

019 

700 

3 

X 

X 

X 

ClFsBo 

n 

RUTHVEN 

Palo Alto 

712 

700 i 

3 

0,100 

X 

0,181 

Lo 

» 

SAC CITY 


- 

- 


- 

1.253 



Sao 

3,354 

3,000 1 

3 

X 

0,200 

SohCmFtrCpDoorhBo 

30 




•* 



3,400 

z L 



STATU 

YEAR 


IOWA 

1962 
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INVENTORY OF MUNICIPAL WASTE FACILITIES 


STATE 

1 YEAR 


ICHA 

196a 

pac.b is of 16 


LINE 

NO. 


COMMUNITY, SEWER 
OR 

SANITARY DISTRICT 
INSTITUTION 


DRAIN 

ACH 

WATER- 


P.E. (BOD) 




DISCHARGE 

TO 

UN- 

TREATED 

WASTE 


1 


COURSE 

MILEAGE 

c 



is 

■to 

22 


12 

■nm 

m 

uu 

- 

H1.360-120E 

Greet to Skunk River 

6,600E* 

7 

11 

- 

- 


800E* 


UH 

- 

M1,325~130E 

Creek to Des Uolnes River 

X 

7 

11 

~ 

- 


50E 

- 

DM 

- 

Ul f 325-16QE 

Raccoon River 

8,000 

2 

n 

* 

- 


2.000 

- 

MR 

- 

MR693.5-95E 

Little Sioux River 

600 

7 

12 

- 

- 


ISO 


MR 

- 

11(1693. 5 -90B 

Pleraon Creek to 

400 

2 

12 

- 


l.t t.tle Rioux River 

300 


UM 

- 

- 

Land 

X 

1 

10 

- 

- 




UU 

- 

Mt,325-120B 

Cole Creek 

800E 

? 

u 

** 

- 


100S 

. 

uu 

- 

ill ,325-1952 

Ditch to Lizard Creek 

1,925E 

r 

n 

- 

-40E 


500E 


UM 

- 

Ml, 325-160E 

Lake Creek to 

1.000E 

4 

u 

- 

-95E 

Raccoon River 

500S 


UM 

- 

Ml ,601. 7 

Creek to Yellov River 


1 

6 

- 

-35E 


2SOS 

. 

UM 

- 

M1.325-125E 

Calhoun Creek 

900E 

7 

u 

** 

- 


SOB 

- 

UM 

- 

Hl,450B-x-x 

Copper Creak 

lfiOOB 

4 

B 

— 

- 


lOOEJ 

* 

UR 

- 

11693.5- 

Hast Branch of Mill Creek 

900 

7 

12 

- 

147-27-0 


50E 


UR 

12 

- 

M693. 5-128 

kittle Sioux River 

330E 

200B 


UU 

- 

HI ,325-l60B 

Koaqulto Creek to Middle 

700E 

> 

11 

- 

-32B 

Cocoon River 



MR 

** 

M560.0-12- 

Eaat Nlshnabotna River 

fe,700E 

7 

12 

- 

57 


600E 


UU 

- 

Ml, 399-35 

Blaokhawk Creek to 

2,OQQS 

r 

10 

- 

-150E-X-X 

Cedar River 

200S 


UR 

- 

M758.3- 

Deep Creek 

1,400E 


12 

- 

32-9-12 


400S 


UU 

- 

U 1,470 -8- 

#apsipinlcon River 

1,000B 


8 

- 

20 OB 


750E 


UR 

- 

U637-7-41- 

Creek to East Fork of 

100 

2 

12 

- 

2-5-8 

Soldier River 

60 


UU 

11 

- 

HI t 325-I65E 
-x-x 

3reek to Raccoon River 

300E l 
300E 

> 

UM 

- 

«i,399-50E 

English River 

500 E 


10 

- 

•*15E 


500E 


MR 

7 

* 

BSB4, 7-45,1 

look River 

3,500E 

300E 

r 

MR 

7 

- 

BSB4*7-17*2 

>ry Run to Rock River 

1 , 500E 
800E 


UU 

- 

Ml ,399-35 

Beaver Dan Creek to West 

350E 

7 

10 

- 

-125E-50B 

Pork Cedar River 

30E 


UM 

- 

Hl,325-i65E 

-eke Creek to 

3,090E 


11 


-x-x 

laoooon River 


UM 

- 

Mi,360-190E 

Jeer Creek to Skunk River 

700 B 

1 

11 

■ 

— 


170B 


UM 

- 

U1 ,325-2808 

J i lot Creek to West Fork 

700E . 

> 

11 

- 

-30 E 

>es Uolnes River 

400E 


UR 

- 

M693. 5-225 

7reek to Little 

1,200E 

7 

11 

- 

- 

Hoiix River 

150E 


UU 

- 

UI,325-160E 

laocoon River 

3,300E 

f 

n 

" 

-25E-90E 


600E 



REMARKS 


1 

2 

3 

4 

5 

6 

7 

8 
9 

10 

11 

12 

13 

14 

15 

16 

17 

18 

19 

20 

2L 

22 

23 

24 

25 


PELLA 

Wain Plant 
PEL1A 

Southeast Plant 
PERRY 

PETERSON 

PIERSON 

PLAINFIELD 

PLEAS ANTVlLLB 

POCAHONTAS 

|POMEROY 

POSTVILLE 

PRAIRIE CITY 

! PRESTON 

PRIUOHAR 

iQUIMBr 

REDFIELD 

RED OAK 

REINBECK 

REMS EM 

RICEVILLB 

RICKETTS 

[RIPPET 

RIVERSIDE 

| ROCK RAPIDS 

ROCK VALLEY 

ROCKWELL 


# Durlng canning season- 


27 

28 

29 

30 


2* feoCKIELL Cin 


ROLAND 
ROtFB 
RUTHVEN 
SAC CITY 


35 




















INVENTORY OF MUNICIPAL WASTE FACILITIES 


STATE 


COMMUNITY, SEWER 
OR 

SANITARY DISTRICT 
INSTITUTION 


SAINT ANSQAR 

SANBORN 

SCHALLER 

SCHLESWIG 

SCRANTON 

SEYMOUR 
East Plant 
SEYMOUR 

Southwest Plant 
SHEFFIELD 

SHELBY 

SHELDON 

SHELL ROCK 

SHENANDOAH 

SIBLEY 

SIDNEY 

SIGOURNEY 
East Plant 
SIGOURNEY 
South Plant 
SIGOURNEY 
West Plant 
SIOUX CENTER 

sroux CITY 

SIOUX RAPIDS 

SLOAN 

SOLON 

SPENCER 

SPIRIT LAKE 

SPRINQVIILE 

STACYVIILE 

STANHOPE 

STANTON 


Mitchell 

O'Brien 

Sac 

Crawford 

Greene 

Wayne 

fayne 

Franklin 

Shelby 

O'Brien 

Butler 

Page 

Qaceola 

Frenont 

Keokuk 

Keokuk 

Keokuk 

Hour 

Woodbury 

Buena Yiata 

food bury 

Johnson 

Clay 

Dickinson 

Linn 

Mitchell 

Hamilton 

Montgomery 


Estimated 

Population PopuUtion 
Served 



ICWA 


Dos’d 
Fnr “ 
Average 
Dally Flow 
MGD 
P.E. 

OOOO’s} 

7 




PAGE 13 of 


TREATMENT 


i,ol 

4 900 

S 0.08 

0 x 

~ 

- 

- 

X 

1,32 

3 1,335 

s x 

0.176 

“ 

- 

- 

5.052 

09 

6 800 

S X 

X 

~ 

- 

- 

X 

78 

5 750 

S 0.09 

0 0.095 


- 

- 

0.950 

86: 

800 

S X 

0.069 

** 

- 

- 

1.270 

MV 

630 

S x 

X 

- 

- 

- 

- 

- 

200 

5 x 

X 

~ 

- 

- 

X 

1,156 

900 

3 x 

X 

** 

- 

- 

X 

532 

350 I 

B X 

X 

- 

- 

- 

X 

4,251 

3,800 5 

; 0.200 

1 0.414 

* 

- 

- 

6.700 

1,112 

1,000 i 

J 0,090 

i 0.134 

* 

- , ■ 

• . 

1.250 

6,567 

6,500 S 

1 X 


- 

- 

* 

• 

2,852 

2,665 S 

l 0.500 

0.420 


- 

- 

1,160 

1,05' 

90C 

S x 

o,o6e 

- 

- 

- 

l.ior 

2,307 

750 S 

1 x 

0.072 


** 

- 

1.200 

- 

100 s 

1 X 

X 


CiFtnBo 


900 l * ShQhClFtrCpBo 


” oa 

4.240 „ 

No 

0*087 Sh 
l.LOO ! 


2,275 

2,200 S 

0.300 

~ 

- 


89,159 

80,000 S 

S 17,000 

- 

- 

- 

962 

900 S 

0.007 




704 

600 S 

X 

604 

600 S 

0.040 

“ 

- 

* 

0,864 

8, SIX) SC 

1.500 

2,685 

(2,000) S 

X 

785 

700 S 

X 

588 

500 S 

0.025 

461 

400 S 

X 

514 

450 S 

X 

598 

550 S 

X 


- 

* 

1,142 

1,000 s 

0,100 


O.loo ! h01PtrC * B “; 

0.046 ShClFtrCpEcgBo 

ScGmvOamCmFtoCinFt 

7A «750 CmDtBoX 
See Toira 

Oreat Lakes S. J). 
* ShCiPthCpBo 

0*072 ShCiftrBo 

0.600 .. 

X 


on 

0.750 . 

0.172 ghl 
3.<m . 


36 








INVENTORY OF MUNICIPAL WASTE FACILITIES 



STATE 

YEAR 

ICWA 

196 a 


COMMUNITY, SEWER 
OR 

SANITARY DISTRICT 
INSTITUTION 


1 SAINT ANSOAR 

2 SANBORN 

3 SCHALLER 

4 SCHLESWIG 

5 SCRAM TON 

6 SEYMOUR 
East Plant 

7 SEYMOUR 
Southwest Plant 

8 SHEFFIELD 

9 SHELBY 

10 SHELDON 

11 SHELL BOCK 

12 SHEN/IHDCAH 

13 SIBLEY 
u SIDNEY 

15 SIGOUflNEY 
East Plant 

16 SIGOURNEY 
South Plant 

17 SIGOURNEY 
fleet Plant 

18 SIOUX CENTER 

19 sioux cm 

20 SIOUX RAPIDS 

21 SLOAN 
2* SOLON 

23 SPENCER 

24 SPIRIT LAKE 
23 SPRINQVILLB 
2« STACYVILLE 

27 STANHOPE 

28 STANTON 

29 STAN STOOD 

30 STATE CENTER 



\mm 


I - Ml, 399-35 
I - -200E 

t- M758.3-72- 

- 14 

- M693.5-13- 

- 56-9 

- M6B7.7-4U 

- 18 

- Ml , 325-16QE 

- -25E-50E 

- C172-40 

- C172-40 

- Wl,399-35 

- -150E-50E 

- WS60.0-12- 

- 32-42 

- U75Q.3-74 

“ Ml,399-35- 

- 140E-X-X 

- K560.8-12- 

- 27.2 

- BS84. 7-28- 

- 5-39. 1 

- M560.8-12- 

- 5 

- U1.360-75E 

- -x-x 

- Ml , 360-75E 

- -X-x 

- Ml ,360-75E 

- -X— x 

- U75B.3-23- 

- 28 

- K760 


M693. 5-191 


Turtle Creek to 
Cedar River 

Crook to Little 

Flftvd River 

Creek to Maple Riyor 

East Fork of 
Soldier River 
Dry Run to North 
Raccoon River 

Shoal Creek to 
Charlton River 
Shoal Creek to 
Chariton River 

Bailey Creek to float 
Fork Cedar River 

Little Silver Creek 

Floyd River 

Shollrook Rivor 

East Nishnabotna River 

Otter Creek 

Dry Run to float 
Nishnabotna River 

Ditch to North 
Skunk River 

Ditoh to North 
Skunk River 

Ditch to North 
Skunk River 

float Fork of 
Flnvd River 
Missouri River and 
Flovd River 

Little Sioux River 


14737-7 Drainage ditch to 

Missouri River 

H1.399-75E Mill Creek to 

-x— x P.eke WoBride 

14693.5-227 Little Sioux River 


MR1,47Q.8- 

x-x 

Ml, 399-35- 
145E-75E 

141,360-170 


14523.5-21- 

42 

M1.399-35-X 

-x-x 

M1,399-130E 
-x-x 


Creek to Little 
Sloitx River 

Creek to 

Wnnalnlnloon River 
Little Cedar River 

Squax Creek to 
Skunk River 

East Tarklo Creek 

Rook Creek to 
ffflnatninioon River 

North Timber Creek to 
Tnva River 


45,000 
















INVENTORY OF MUNICIPAL WASTE FACILITIES 


STATE 


COMMUNITY SEWER 
OR 

SANITARY DISTRICT 
INSTITUTION 


STORK LAKE 

Buena Vista 

STORY CITY 

Story 

STRATFORD 

Hamilton 

STRAWBERRY POINT 
North Plant 

Clayton 

STRAWBERRY POINT 

Clayton 

South Plant 


STUART 

Guthrie 

SUMNER 

Brenjor 

SUTHERLAND 

O'Brien 

SWEA cm 

Kossuth 

TABOR 

Fremont 

TAKA 

Tama 

TOLEDO 

Tama 

TRAER 

Tama 

TREYNOR 

Northwest Lagoon 

Pottawattamie 

TREYNOR 

Southeast Lagoon 

Pottawattamie 

TRIPOLI 

Brener 

TROT MILLS 

Linn 

UNION 

Hardin 

UNIVERSITY PARK 

Johnson 

URBANDALE 

Polk 

URBANDALE 

Reaver Creek Plant 

Polk 

URBANDALE 

Benton Subd, 

Polk 

URBANDALE 

Windsor Bts. s. D. 

Polk 

UTE 

Honona 

VAIL 

Crawford 

VAN HORNE 

Benton 

VENTURA 

Cerro Gordo 


Estimated 

Population 

Served 


£ 

w 9 I Average l 
O Daily Flow 

2* ' 

><Ol PE. I 
(looo’s) 


TREATMENT FACILITIES 


TREATMENT 


PAGE 14 of It) 


1-793 SoGtnKmCrrFthCmFtr 
48.000 CmEotrDmfthBo 
* CsFsBo 


uiuyu X 
- X 

0.030 x 
x 


0.100 x 
- x 


CsFtnCpLa 

CsFsBo 

ShClFsBo 

ClFaBo 


0.180 0.345 SoCoCFtr]CFtn3CpDfrhBo 
3.980 .. 


0.060 x 
X 


CIFtnCpBo 

CiFtnBo 

CsFsBo 


°* 233 SoQhCraFtrCmDf rhHoBo 
3.000 . 

0.2U CIFtrCpCaBo 
2.500 _ 

2*I75 KmCmFtrCpDchrBo 

0.040 L(> 

0.400 _ 


x 0.015 Lo 

0.150 .. 

0.12O 0.160 Lo 

1.620 _ 

x 0.040 (jiLs 

0.400 _ 


* - See Des Wolnea 

(thru Urbandnle-Wlnsdor fits. 9 

0.400 0.438 ShCmFthrCpLoOaBo 

- 4 , BOO „ 

- 2*000 Sh(C P D °P) FtrC P E sBo 

x “ See Dea Moines 

x 0.023 CaFsBo* 

0.460 - 


0.048 ShCiFtrCpBo 

0,600 

See Clear Lake S. D. 

x CsFsBo 
x 

0,197 ScCmFtrCaDfpBo 
2.114 - 


0.300 0,571 [ SoKnCnDfrhBo 


mail 

















INVENTORY OF MUNICIPAL WASTE FACILITIES 



I state; 

YEAR 




ICWA 

1962 

page 14 of 16 


UNE 

No. 

COMMUNITY, SEWER 
OR 

SANITARY DISTRICT 
INSTITUTION 

drain 

Adt 

11ASIN 

WATER- 

COURSE 

MILEAGE 

DISCHARGE 

TO 

P.H. (BOD) 

1 

wmnm 

1 

| 



1 



9 


QiB 

1 mmsmm 

12 

■n 

m 

1 

STORM LAKE 

uu 

- 

UI,325~160E 

North Raccoon River 

50,000 

m 



n 

- 

-25E-120E 


2.000 

_ 

2 

STORY CITY 

m 

- 

Ml,360-165E 

Skunk River 

1,300E 

4 



11 

- 

- 


400E 

_ 

3 

STRATFORD 

UU 

- 

Ml , 325-225E 

Dry Run to Boone River 

7002 

2 



u 

- 

-x-x 


300E 

_ 

4 

STRAWBERRY POINT 

UM 

- 

Ml , 572-25E 

Spring Creek to 

350E 

4 


North Plnnt 

8 

- 

-x-x 

River 

100E 


5 

STRAWBERRY POINT 

UM 

- 

Ml ,200,8 

Creek to Maquoketa River 

l ,0008 

4 


South Plant 

8 

*• 

-90E-X-X 


400B 


6 

STUART 

UM 

- 

Ml , 325- L60E 

Long Branch Creek to 

1,3002 

4 



II 

" 

-50E 

Smith Raccoon River 

800E 

_ 

7 

SUMNER 

UU 

- 

Ml ,47.8- 

Creek to 

3, 50QE 

7 



a 

- 

13OE-10E 

ntnlcon River 

30OE 


a 

SUTHERLAND 

MR 

- 

11693. 5- 

Waterman Creek to 

l,600E 

1 



12 

- 

167-8 

1.1 tt.le Mnnx RLvor 

500E 

_ 

9 

SWEA CITY 

UM 

- 

Ml ,325-1752 

Hud Creek to Eaat 

1,300E 

4 



11 

~ 

-5E 

Fork Dee Moinea River 

600E 

_ 

10 

TABOR 

UR 

- 

M59Q. 5-16 

Plum Creek 

800B 

4 



12 

“ 

“ 


600E 

* 

1 1 

TAMA 

UM 

- 

Ml, 399-1302 

Iowa River 

2, 30QE 

7 



10 

- 

- 


3002 


12 

TOLEDO 

UM 

- 

U1,399*U5B 

Jeer Creek 

2, 200E 

7 



10 

■ 

-x-x 


200E 

. 

13 

TRAER 

UU 

- 

Ul.399-35 

Volf Creek to Cedar River 

2,OOOS 

7 



10 

- 

-95E 


300E 


i~3 

TREYNOR 

MR 

- 

UR560.3- 

Drainage ditch to 

250E 

7 


Northwest Lagoon 

12 

- 

35E-25E 

SI Iver Creek 

20E 


15 

TREYNOR 

MR 

- 

MR560.O- 

Drainage ditoh to 

75B 

7 


Southeast Lagoon 

12 

- 

35E-25S 

Silver Creek 

5E 


16 

TRIPOLI 

UU 

* 

Ul t 470.8- 

Wapslpinloon River 

l,400£* 

7 



8 

- 

HOE 


lOOE 


17 

TROY MILLS 

UM 

- 

MR1 , 170.8- 

tfapaiplnicon River 

250E 

7 



8 

- 

100E 


HOE 

„ 

IS 

UNION 

UU 

- 

Ui,399-95E 

Iowa River 

500E 

4 



10 

- 

!- 


400E 

„ 

19 

UNIVERSITY PARK 

uu 

“ 

Ml ,360-x-x 

Spring Creek to 

350E 

4 



11 


- 

skunk River 

300E 

„ 

20 

URBANDALE 

uu 

- 

- 

Des Moines River 





u 


- 


- ' 

, 

21 

URBANDALE 

UR 

L 

MRl ,325- 

Beaver Creek to 

2,000E 

7 


Beaver Creek Plant 

11 

- 

-160E-IOE 

Des Moines River 

75E 


22 

URBANDALE 

uu 

- 

Ml,325-160E 

West Branch Walnut Creek 

X 

7 


Renton Subd. 

a 

- 

- X - X 

to Raccoon River 

X 


23 

URBANDALE 

uu 



Dea Moines River 




Windsor Hts, S« D, 

a 

r 

- 


_ 

_ 

24 

UTE 

MR 

- 

U687.7-41 

Soldier River 

350 

5 



12 

- 

- 


350 


21 

VArL 

MR 

- 

M 651. 82-9 

East Fork of Boyer River 

350 

0 



12 

- 

- 


350 


2 6 

VAN HORNE 

UU 

- 

x-x 

Dry Run to Prairie Creek 

450E 

7 



10 

- 

- 


70E 


27 

VENTURA 

uu 

• 

- 

Beaver Dam Creek to 


_ 



10 

- 

- 

Ceadr River 

_ 


28 

VICTOR 

uu 

- 

MI,399-95B 

Bear Creek 

800E 

4 



10 

- 

-x-x 


200E 

- . 

29 

VILLISCA 

MR 

- 

M40O.9- 

West Nodaway River and 

1 , 500E 

7 



12 

- 

120-0* L 

Middle Nodaway River 

150E 


30 

VINTON 

UU 


Ml, 399-35-: 

Cedar River 

4, 500E 

2 



10 

- 

105E 


3.0002 

■1 


REMARKS 


♦♦Includes creamery. 


"Plant by pa sued due to defective pump. 


39 











INVENTORY OF MUNICIPAL WASTE FACILITIES 


COMMUNITY SEWER 
OR 

SANITARY DISTRICT 
INSTITUTION 



Estimated 

Population PoH»'io" 

r Served 



IOWA 


Des'd 

For 

Average 

DailyPlow 

MGD 

P.E. 

(1000’s) 


15 of 16 


TREATMENT FACILITIES 


TREATMENT 


Pottawattamie 


1,290 S 


Washington 


Cherokee 


5,500 C 


°<500 ShQraCtnF t r CaDf h Ho 
12.600 _ 


Black Hawk 


71,755 65,000 S 21,000 9.600 (CmFto)* SoQmOaKmCniFtr 

2l6 « 00 CmBfhLsBo 
3,36y 3,500 S 0.300 x CsFtnCpBo 


WEBSTER CITY 


WEST BEND 


WEST BRANCH 


Hamilton 


Washington 


5,500 S 0.600 L.300 ScCmKaCmFtrCmDfhfio 

50.000 _ 

7,000 S 0.700 0.500 shOhCmFthCniFthCoOfrhBo 

10.000 „ 

950 S 0.060 0.151 s Gh(CmDcmr )FthC<nBo 

1.040 „ 

700 S 0.070 0.094 ShCiFtrCpBo 

1.020 _ 

900 3 * 0.050 CiFtrCpBo 

0.750 _ 


WEST BURLINGTON 


HEST DES MOINES 


WEST LIBERTY 


WEST POINT 


WEST UNION 
North Plant 

WEST UNION 
South Plant 
WHAT CHEER 

WHITTEHORE 

WILLIAMS 


Fayette 


Fayette 


Hamilton 


2,560 (1,200) S x 

U, 949 (4,000) S x 


None 

(Thru Burlington sewers) 
See Des Moines 


2,000 S 0.200 0.200 ShCtnFtrCpDomhrBo 

3.700 „ 

550 s x CiFtrCpBo 

- - - 0.700 

200 S x 0,053 ciB 0 

0.430 _ 

650 S 0.060 0,068 goCiFtrCpBo 

0.634 _ 

1,800 8 0.140 0.165 SoClCFtrTCF’tnUDcrhptBo 

- 2.500 _ 

800 S x 0.090 ShCiFtrCpBo 

1.500 . 


700 S 0.140 0.147 


SmCaFtrCpDfhBo 


WILLIAUSBURQ 


WINDSOR HEIGHTS 


WINTER3ET 


Muscatine 


Buchanan 


1,300 S x 0.076 ShCtnFtrCoDcpBo 

- . - - 1.977 - 

1,700 S 0. 200 0,270 ScGh{CpDop)FtrCmBo 
3.600 - 


4,715 (1,000) S x 


810 S 0.050 x 
- x 

3,000 S x x 


8ee Dee Molnee 

(thru Urbandale- Windsor Jits. S. D.) 
ShCaFtrCpBo 

ShOhCmFtnDcmpBo 


649 600 S 0.070 0.070 ShOpCIFtrCpBo 

0.850 - 


40 








INVENTORY OF MUNICIPAL WASTE FACILITIES 


UNE 

NO. 

COMMUNITY, SEWER 
OR 

SANITARY DISTRICT 
INSTITUTION 

9 

DRAIN 

AGE 

BASIN 

WATER* 

COURSE 

MILEAGE 


a 

■my 

1 

WALCOTT 

ii. 

11 

aa 

Ml, 399-35- 



8 

- 

x-x 

2 

WALL LAKE 

11F 

- 

H651-107 



U 

i „ 

- 

3 

WALNUT 

Mr 

** 

M560.8-12- 



12 

- 

7-5 

4 

WAPELLO 

UK 

- 

Ml , 399-25E 



1C 

- 

- 

5 

WASHINGTON 

UM 

- 

Mi, 360-502 



li 

- 

-x-x 

6 

WASHTA 

HR 


M693. 5-121 



12 

- 


7 

WATERLOO 

Ub 

- 

HI, 399-35 



1C 

- 

-L35E 

8 

WAUKON 

UH 

- 

Ml, 627. 6 



6 

- 

-552 

9 

WAVERLY 

UU 

- 

111, 399-35 



10 

- 

-1502 

10 

WEBSTER CITY 

UM 

_ 

Ml , 325-225E 



11 

- 

-X-x 

11 

WELLMAN 

UM 

- 

U1.399-50E 



10 

- 

-x-x 

12 

WELLSBURQ 

UM 


x-x 



10 

- 

- 

13 

WEST BEND 

UM 

_ 

U1.325-250E 



11 

- 

-x-x 

14 

WEST BRANCH 

UM 


x-x 



10 

- 

- 

15 

WEST BURLINGTON 

UM 

_ 




li 

- 


16 

WEST DES MOINES 

UM 

_ 




11 

- 

- 

17 

WEST LIBERTY 

UM 

_ 

X-X 



10 

- 

- 

18 

WEST POINT 

UM 

_ 

Ml, 341 *5 



11 

- 

-x-x 

19 

WESTS IDE 

UR 

.. 

U651-82-L6 



12 

- 

_ 

20 

WEST UNION 

UM 


Ml, 572. 5 


North Plant 

8 

- 

-15E-35B 

21 

WEST UNION 

UM 


Ml 1 572.5 


South Plant 

8 

- 

-15E-35E 

22 

WHAT CHEER 

UM 

- 

MI , 360-65E 



li 

- 

-50E-X-X 

23 

WHiriEldORE 

uu 

M 

Ml, 325- 



11 


275E-X-X 

24 

WILUAMS 

UM 

- 

111,360-2002 



11 

- 

- 

25 

WILLIAMSBURG 

UM 


x-x 



10 

- 

- 

26 

WILTON 

UM 

- 

Mi, 399-35 



10 


- 

27 

WINDSOR HEIGHTS 

UM 


_ 



11 

- 

- 

28 

WINFIELD 

UU 


x-x 



n 


- 

29 

f INTERSET 

UM 


X 



11 

- 

~ 

30 

WINTHROP 

UM 

- 

Ml , 470.8 



8 

- 

-x-x 


STATE 

YEAR 


ICW A 

1962 

[wiE 15 of 16 


DISCHARGE 

TO 


PE. (ROD) 


UN* 

TREATED 

WASTE 


DIS* 
CHARGED 
WASTE 


REMARKS 


12 


13 


Mud Creek to Cedar River 

Boyer Rtver 

|Walnut Creek 

owa River 

West Fork of 
'looked Creek 

Little Sioux River 

Cedar River 

■Paint Creek 

|Cedar River 

Boone River 

Smith Creek 

South Fork of 
Rftovor Creek 
IPrairie Creek to Weat 
|Fork Des Moines River 
Wapsi Creek 

Mississippi River 

Dea Molneo River 

Wapsi Creek 

Devils Creek to 
Mi b<? T pal nnt River 

Mill Crook to 
nm/* r River 

Beaver Creek 

Beaver Creek 

Coal Creek to 
wnrth Skunk R4ver 

Lotts Creek to East Fork 
Deg Moines River 

Creek to Skunk River 


Old Man Creek to 
Tova River 
Mud Creek to 
Cedar River 

l>es Moines River 


East Fork of 

r»«> aU ttd Creak 


Buffalo Creek to 
W*n«il nl nl eon River 


450E 

400B 

700E 

6002 

600 

200 

1,3002 

1.300E 

10,0002 

1.0002 

3102 

200E 

650,000 

80,000 

3, 50QE 
1 .0002 
50,00OE 

7.0002 

0,0002 

2.0002 
2 f 500E 

8302 

9002 

IOOE 

1 ,0002 
100E 
1,5002 
8002 


3.0002 
400S 

600E 

2002 

300 

200 

7002 

70E 

2* IOOE 
4002 
800E 
300E 

2.0002 

200 E 

6002 

IOOE 

2,0002 

2002 

3,2002 

320E 


935E 

1002 

3,OOOE 

8002 

8002 

802 


^Industrial vaste pretroatmenfc 
units* 


41 


INVENTORY OF MUNICIPAL WASTE FACILITIES 


STATE 


COMMUNITY, SEWER 
OR 

SANITARY DISTRICT 
INSTITUTION 


WOODBINE 

IOODIARD 

CEDAR RAPIDS 

Cot, Ten. High Sch. 

CHEROKEE 

State Hospital 

COUNCIL BLUFFS 

School for Deaf 

ELDORA 

School for Boys 
FORT MADISON 
State Penitentiary 
GLENIOOD 
State Hospital 
INDEPENDENCE 
Health Institute 

KNOXVILLE 

Knoxville Vet. Hoap 
MOUNT PLEASANT 
Health Institute 
OAKDALE 

T« 8. Sanitarium 
ROCKWELL CITY 
Wonena Reformatory 
WOODWARD 
State Hospital 


Harrison 

Dallas 

Linn 

Cherokee 

Pottawattamie 

Hardin 

Lee 

Mills 

Buchanan 

Marlon 

Henry 

Johonson 

Calhoun 

Dallas 


1P60 

Population 

Estimated 

Population 

Served 

3 

4 


!* 

ui 2 

O v* 

> < Ol PE- 
< 0 2 1 { iooo*s ) 


1962 PAGE 16 of 


TREATMENT FACILITIES 



0.080 0.097 Lo 
0.965 - 


0,010 CsFs 

0.500 (subsurface filter) 
°' ao ° BhmCmFtrCpDfrhBo 

2.000 . 


ScOhCmFtrCpDf rhBo 

0*820 


x 0.28b SoCmFtrCpDfrhBo 

2,200 _ 

0#3M ShQhCmFtrDfhrflo 

* 3.380 «. 

0.29B x ShCpFtnCpEgDopBo 

x 


°- 310 J.iso ® tShQhCmF trCpDf httoBo 

°.°94 0,113 SoQhKD»CoFtrEogOfhBo 
” l * 125 _ 


* SoCoFtrCpEgDf rhBo 

“ 1.025 















INVENTORY OF MUNICIPAL WASTE FACILITIES 



STATE 

YEAR 



IOWA 

1962 

PAGE 

16 of 16 



COMMUNITY, SEWER 
OR 

SANITARY DISTRICT 
INSTITUTION 


BiTilfltfl 


1 KOODSINE UR 

12 

2 WOODWARD UU 

II 

3 CEDAR RAPIDS UU 

Col, Two. Hlqh Sch. 10 

4 CHEROKEE UR 

State Hospital 12 

’ COUNCIL BLUFFS UR 

School for Deaf 12 

6 ELDORA UU 

School for Boys 10 

7 FORT MADISON UU 

Stata Penitentiary 11 

8 QLENWOOD UR 

State Hospital 12 

9 INDEPENDENCE UU 

Health Institute o 

10 KNOXVILLE UM 

Knoxville Vet, llosp. 11 

11 MOUNT PLEASANT UU 

Health Institute 11 

12 OAKDALE UU 

T. B. Sanitarium 10 

13 ROCKWELL CITY UM 

Womens Reformatory 11 

14 WOODWARD UU 

State Hospital 11 

15 

16 

17 

18 

19 

20 


21 

22 

23 

24 

25 

26 

27 

28 

29 

30 


WATER. 

COURSE 

MILEAGE 

DISCHARGE 

TO 

11 

12 


U651-46 

Boyer River 

Ml,325-x-x 

Ditch to Des Moines River 

Hi ,399-35- 
-x-x 

Hooaier Creek to 

Tows River 

U693. 5-144 

Little Sioux River 

U622.3-9 

Mosquito Creek 

Ml ,399-155E 
-x-x 

Beaver Creek to 

Iowa River 

UL ,368 

Mississippi River 

H604.5-U 

Keg Creek 

Ul t 470.8 

-USE 

Wapsipinlcon River 

U1.325-95S 

-x-x 

Whltebroaat Creek to 

Des Moines River 

Mi,360-x-x 

Big Creek to Skunk River 


x Ditch to Clear Creek to 

- Iowa River 

Hi,325-165E Creek to Raccoon River 

-x-x 

x Creek to Des Moines River 
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INVENTORY 


Community or facility 
providing sever service 

BURLINGTON 

CEDAR RAPIDS 

CLEAR LAKE S.D. 

DAVENPORT S.D. 

DES MOINES 

IOWA CITY 

IOWA GREAT LAKES S.D. 


OF MUNICIPAL WASTE FACILITIES 


STATE 

YEAR 


IOWA 

1962 

page Of i 


ComramitieB and/or 
facilities served 

West Burlington 

Marion 

Ventura 

Bettendorf 

Urbandale (thru Urbandale Windsor Hgts. S.D,) 
Urbandale -Windsor Hgts, S.D. 

West Des Moines 

Windsor Hgts. (thru Urbandale Windsor Hgts.S.D.) 

Coralville 

Arno Id b Park 
Milford 
Okobojl 
Orleans 
Spirit Lake 


URBANDALE -WINDSOR HGTS. S.D. 


Urbandale 
Windsor Hgts, 



The data for this State have been collected 
with the helpful cooperation of the: 


Kansas State Board of Health 
Division of Sanitation 



INVENTORY OF MUNICIPAL WASTE FACILITIES 


COMMUNITY, SEWER 

OR 

SANITARY DISTRICT 
INSTITUTION 

COUNTY 

I960 

Population 

Estimated 

Population 

Served 

s 

p 

V) 

>* 

t/i 

06 

M W 

* . 

Des'd 

TREATMENT FACILITIES 

For 

TREATMENT 

to S 
o ^ 

< ^ 
oi2n 

Average 

DiilyFlow 

MOD 

IL3 ^4 W 

> < o 
< 0 s 

P,E. 

(1000's) 

■■nmi 

■nan 

3 

4 

5 

6 

7 


ABILENE 

Dickinson 

6,746 

6,700 

8 

1.200 

0.600 

ShGpApCmDomhBo 



- 

- 

- 

- 


- 

ALBERT 

Barton 

221 

200 

a 

0.010E 

0*030 

Lo 



- 

- 

- 

- 

0.300 


ALMA 

Wabunaee 

838 

800 

3 

0.080E 


ShCiFtrCpDoBo 



- 

- 

- 

- 

1.000 

- 

ALttENA 

Norton 

>50 

550 

S 

O.ObOE 

0.100 

ShClFtrCpBo 



- 

- 

- 

- 


_ 

ALTA VISTA 

Wabuneee 

400 

350 

s 

0.0305 

0*060 

Lo 



- 

- 

- 

- 

0.600 


ANDALE 

Sedgwiok 

432 

420 

s 

0.040E 

0.050 

ShClFtrCpBo 



- 

- 

- 

- 

0.500 


* ANDOVER 

Butler 

18b 

1,090 

s 

oaooB 

0.120 

Lo 



- 

- 

- 

- 

1.200 

(New plant under oonatruotion) 

ANTHONY 

Harper 

2,744 

2,740 

3 

0.280E 

0.350 

ShCmFtrCtnDfhrBo 



- 

- 

- 

- 

2.800 


ARQONIA 

Sumner 

553 

550 

s 

O.ObOE 

0.070 

ShClFeBo 



- 

- 

- 

- 

0.550 

- 

ARKANSAS CITY ’ 

Cowley 

14,262 

14,250 

s 

L.400E 

2.000 

SgGraCmFthCraDfrtBo 



- 

- 

- 

- 

32.500 

. 

ARLINGTON 

Reno 

4bb 

420 

3 

0.040E 

0.050 

ShClFtrCpBoLo 



- 

- 

- 

- 

0.650 

- 

ASHLAND 

Clark 

1,312 

1,350 

s 

0.09QE 

0*130 

ShClFtrCpBo 



- 

- 

* 

- 

2,000 

_ 

ATCHISON 

Atohlaon 

12,529 

13,000 

sc 

X 

- 

None 



** 

" 

B 

- 

- 

(New plant under construction) 

ATTICA 

Harper 

845 

800 

LJ 

0.0805 

0.040 

ClFaBo 



- 

- 

- 

- 

0,650 

- 

ATWOOD 

Rawlins 

1,906 

1,900 

3 

O.190E 

0.250 

ShLo 



- 

- 

- 

- 

2*500 


AUGUSTA 

Butler 

6,434 

6,400 

S 

1.000 

1.450 

ShOhCniFtrCmDortBo 



- 

“ 

- 

- 

[iJjHWxJJ 

- 

A XT ELL 

Marshall 

493 

500 

s 

0.030E 

0.040 

BhClFtrBo 



- 

- 

- 

- 

0.670 

- 

BALDWIN CITY 

Douglas 

1,077 

1,870 

3 

0*1505 

0.160 

ShCmFtrCpDoptBo 



- 

- 

- 

- 

2.940 

- 

BAXTER SPRINGS 

Cherokee 

4,498 

4,500 

S 

0.450E 

- 

None 



- 

- 

- 

- 

- 

(LagoonB under construction) 

BAZINE 

Ness 

429 

400 

3 

0.040E 

0,040 

CiFaBo 



- 

- 

a 

“ 

0*150 

- 

BELLE FLA IN E 

Sumner 

1,579 

1,570 

3 

0.160E 

0*200 

ShCmFtrCpDopBo 



- 

“ 


| 


- 

BELLEVILLE 

Republic 

2,940 

2,900 


§L 1 

0.400 

SchCmFtrCpDcrtBo 



- 



1 

4.000 

- 

BELOIT 

Mitchell 

3,837 

3,600 



0.500 

SohGhCraDcptBo 



- 

- 

- 

~ 


- 

BENNINGTON 

Ottawa 

535 

510 

3 

0.0505 

0.040 

ShClFtrCpBo 



- 

- 

- 

- 

0,400 

- 

BENTON 

Butler 

452 

400 

S 

0.0405 

0.090 

ShCiFtrCpLoBo 



- 

- 

- 

- 

0.900 

- 

BIRD CITY 

Cheyenne 

678 

650 

a 

0.0605 

0,100 

ShClFtrCpBo 



- 

- 

- 

- 

IgKQji 

- 

BISON 

Rush 

291 

300 

3 

0.030E 

0,040 

ShClFtrCpBo 



- 

- 

- 

- 

0,375 

- 

BLUE RAPIDS 

Marshall 

1,426 

1,250 

3 

0.090E 

0,200 

ShClBo 



- 

- 

- 

- 

2,000 

* 

BONNER SPRINGS 

Wyandotte 

3,171 

3,120 

S 

0.3003 

0,520 

SohGhCoDfpBo 



- 

- 

- 

- 

5.570 

- 

BREWSTER 

Thomas 

317 

300 

3 

0*0305 

0,040 

ShClLoBo 



- 

- 

- 


0.400 

- 
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LI NR 
NO. 

COMMUNITY. SF.WER 

AGE 

BASIN 

WATER- 

COURSE 

MILEAGE 

DISCHARGE 

TO 

p.e. mom 

OR 

SANITARY DISTRICT 

Maj. 


UN- 

TREATED 

WASTE 


INSTITUTION 

Yin 

Sub. 



DIS- 

CHARGED 

WASTE 


9 

10 

10a 

11 

12 

13 

1 

ABILENE 

UR 

X 

KR169.2- 

Smoky Hill River 

9, 800E 



11 

- 

64.8 


7^8005 

2 

ALBERT 

SU 

2 

X 

AG68-26 

Walnut Creek 

200E 

3 

ALMA 

MR 

X 

KtOl. 5-18.0 

Mill Creek 

X 

GOOE 



11 

“ 



200E 

4 

ALWENA 

MR 

X 

KL169.2- 

Prairie Dog Creek 

500E 



11 

- 

239.8-49.6 


150S 

5 

ALTA VISTA 

MR 

X 

KlOO-45 

Timber Creek 

350E 



11 

- 

- 


X 

6 

ANDALE 

SU 

X 

A739-55 

A dry creek to 

420E 



2 

- 

- 

Covfekin Creek 

I30E 

7 

* ANDOVER 

SM 

X 

A760- 17 

Dry tributary and 

1.090E 



2 

- 

- 

Arkansas River 

X 

8 

ANTHONY 

SM 

X 

A638-2Q-27 

Spring Creek 

2.700E 



2 

- 

L44-2 


800E 

9 

AROONIA 

SU 

X 

A 638 -20 

Chikaskla River 

550E 



2 

- 

R27-37 


240E 

10 

ARKANSAS CITY 

SM 

X 

A7G5 

Arkansas River 

L4.250E 



2 

- 

• 


2.900S 

11 

ARLINGTON 

SU 

X 

A736-R54 

North Fork of 

420E 



2 

- 

-43-4 

Ninnescah River 

45E 

12 

ASHLAND 

SU 

X 

C236-12 

Boar Creek 

1, 250E 



7 

- 

- 


310E 

13 

ATCHISON 

HR 

X 

14434 .5 

Missouri River 

30,000 



12 

- 

- 


30.000 

14 

ATTICA 

SU 

X 

X 

Dry Branch 

800E 



2 

- 

- 


300E 

15 

ATWOOD 

MR 

X 

11 

Beaver Creek 

1 , 900E 



11 

- 

- 


1.200E 

16 

AUGUSTA 

SU 

X 

A703.6- 

Whitewater River 

8 t 500E 



2 


76,3-0.4 


1 , 800E 

17 

AXTELL 

UR 

X 

K142. 5-48,1 

Tributary to Black 

500B 



11 

- 

-24.4-16,3 

Vermillion River 

160E 

18 

BALDWIN CITY 

UR 

X 

0390-10-15 

Tavy Creek 

1.870E 



4 

- 

- 


190E 

10 

BAXTER SPRINOS 

SU 

X 

N140-22 

Spring River 

4, 500E 



4 

- 

- 


4.500B 

20 

BAZINE 

SU 

X 

A873. 5-76 

Walnut Creek 

400E 



2 

- 

- 


200E 

21 

BELLE PLAINS 

SU 

X 

A737-12 

Ninnesoah River 

1 1 570E 



2 

- 

- 


470E 

22 

BELLEVILLE 

MR 

X 

KL169.2- 

Tributary to Salt Creek 

2.900E 



11 

“ 

90. 7-20.4 


820E 

23 

BELOIT 

MR 

X 

KR169.2- 

Solomon River 

4 , 800E 



11 

1 

85.4-130,6 


3.40QH* 

24 

BENNINGTON 

UR 

X 

KR169.2- 

Solomon River 

510E 



11 

- 

85.4-38 


160S 

25 

BENTON 

SU 

X 

A703.6-94 

Tributary to Walnut River 

400E 



2 

- 

’•16-3 


X 

26 

BIRD CITY 

MR 

X 

X 

Tributary to Beaver Creek 

65QE 



11 

- 

- 


195E 

27 

BISON 

SM 

X 

A869-38-5 

Dry Creek 

300E 



2 

- 

- 


40E 

28 

BLUE RAPIDS 

UR 

X 

KL42. 5-59.5 

Big Blue River 

1,250E 



a 

- 

- 


75QE 

29 

BONNER SPIUN03 

MR 

X 

K20.2 

Kansas River 

4,470E 



11 

- 

- 


2.200B 

3b 

BREWSTER 

MR 

X 

KL169. 2-258 

South Fork of 

300E 



11 

- 

-107,8-78 

Senna Creek 

6QB 


*KLl69,3-258. 0-12. 3-135. 7 
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Dcs’d 

community^ sewer 

OR 

SANITARY DISTRICT 
INSTITUTION 




2 

£ 

For 

COUNTY 

I960 

Population 

Estimated 

Population 

Served 

h 

V 

V 

2 

$ 

m3 

o “• 

w >* 

Average 

DailyFlov 

MGD 




> < c 
<02 

P.E, 

(1000’i) 

1 

2 

3 

4 

5 

6 

7 

BUCtaiH 

Ford 

753 

720 

S 

0,0606 

0.070 



- 

- 

- 

- 

1.000 

BU9LER 

Reno 

BBS 

950 

3 

),090E 

0.120 



- 

- 

- 

- 

1.200 

BURLrNOAME 

Osage 

l f 151 

1,000 

S 

0.070E 

0,080 



- 

- 

- 

- 

1.500 

BURLINGTON 

Coffey 

3,113 

2,100 

s 

0.150E 

0,320 



- 

- 

- 

- 

3.570 

BURNS 

Marlon 

314 

450 

> 

).050E 

0.070 



- 

- 

- 

- 

0,700 

BURRTCN 

Harvey 

774 

770 

3 

},090E 

0.090 



- 

- 

- 

_ 

6.900 

BUSHTON 

Rice 

499 

475 

S 

0.040E 

0.070 



- 

- 

- 

_ 

0,700 

SUTLER COUNTY 

S. D. # 2 

Butler 

- 

(310) 

3 

)*030E 

- 

BUTLER COUNTY 

S. D. # 3 

Butler 

- 

(250) 

S 

3.020E 

- 

BUTLER county 

S. D. # 4 

Butler 

- 

(100) 

! 

0.010E 


BUTLER COUNTY 

S. D. # 5 

Butler 

- 

165 

3 

).010E 

0.060 



m 

~ 

- 

— 

0.600 

CALDTELL 

Suaner 

1,788 

1,750 

3 

3.190E 

0.300 

CANEY 


- 


- 

- 

2.400 

Montgomery 

2,682 

2,500 

S 

3.250B 

0,350 

CANTON 


- 

- 

» 

_ 

3,500 

McPherson 

784 

700 

3 

3.060E 

0.050 

CEDAR VALE 


- 

- 

- 

_ 

0.600 

Chautauqua 

859 

600 

S 

0.060E 

0.060 

CHANUTE 


- 

- 

- 

- 

0.300 

Neosho 

10,849 

10,000 

s 

X 

1.460 

CHAPMAN 


- 

- 

- 

_ 

13,200 

Dioklneon 

1,095 

1,050 

3 

3.090E 

0.090 

CHASE 

Rice 

922 

700 

S 

0.060E 

1.200 

0,100 

CHASE MANOR 


- 

- 

- 

_ 

2.000 

Johnson 

400 

o 

o 

s 

X 

0,050 

CHENEY 

Sedgwick 

1,101 

1,000 

s 

O.iOOE 

0.500 

0.200 

cherryvale 


- 


- 

* 

2.000 

Montgomery 

2,783 

2,600 

3 

0.250E i 

0.250 

CHETOPA 

Labette 

j 1,538 

1,500 

3 

LOSOE 

4.500 

0,230 

CIILARRCN 

Gray 

i,U5 

1 

i 

S 

0.070E 

1.920 

0.250 

CLAFLIN 

Barton 

891 

CO 

1 

s 

3.090E 

1.500 

0.070 

CUT CENTER 

Clay 

4,613 

4,400 

s c 

J.430E 

0.550 

0.900 

CLEARWATER 

Sedgwick 

1,073 

1,100 

s c 

j.uoe 

9.000 

0.060 

CUFTON 

Washington 

746 

600 

3 C 

I.050E 

i.000 

0.040 

CLYDE 

Cloud 

1,025 

960 £ 

> 0 

*080E 

0.520 

O.UO 

COFFETVrtLE 

Montgomery 

17,382 

18,000 

l 

2,600 

MOO 

3.000 

COLBY 

Thomas 

4,310 

4,000 S 

! 0 

" 1 

,400E 

10,000 

0.500 

5.000 
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TREATMENT FACILITIES 


TREATMENT 


LINE 

NO 


0 


CtFtrSo 

ShCiFtrCpBo 

CiFtrCpBo 

ShCnFtrCmDoptZxBoXd 

Lo 

ShCraFtrCpBo 
ShCiFtrCpBo 
See Andover 
See Andover 
See Andover 
Lo 

ShCiFtrCpBo 

ShQhCmFtrCiuDhortBoo 

CiFtrCpBo 

CiFtrCpBo 

ShOhCraFtrCfflDchrBo 

x 

ShCiFtrCpBo 
ShCpAoCpAoCpDop 
ScCroFtrCpDotBo 
ShCiFtnCpLoDo ptBo 
Lo 

ShCiFtrCpBo 

ShCiFtrLoBo 

OhCmDchpr tBo 

ShCtFtrCpLoBo 

CiBo 

Lo 

ShOmCaFthC&FthCaDchrtBo 

SohGhCnjFtrCmDchoprtBo 


1 

2 

3 

4 

5 

6 

7 

8 
9 

W 

11 

12 

15 
14 

n 

16 

17 

If) 

19 

70 

21 

22 

n 

24 

25 

26 

27 

28 

29 

30 















INVENTORY OF MUNICIPAL WASTE FACILITIES 


■ 



II: 


LING 

NO. 

COMMUNITY, SEWER 
OR 

SANITARY DISTRICT 
INSTITUTION 

DRAIN- 

AGE 

BASIN 

WATER' 

COURSE 

MILEAGE 

DISCHARGE 

TO 

P.E. (BOD) 

1 

T. 

UN- 

TREATED 

WASTE 

Mi) 

Min 

Sub. 

c F 

.2 E 

“ « 
C-O 

RHMARKS 

DIS- 

CHARGED 

WASTE 


9 

EuJ 

rrm 

11 

1 2 

13 

Cl 

15 

1 

BUCJCUN 

s u 

z 

X 

Rattlesnake Creek 

7208 

B 




2 

• 

“ . 


2808 

5 


2 

BUilLER 

SU 

X 

A774. 5-62.0 

Little Arkansas River 

950E 

7 




2 

“ 

- 


230E) 

- 


3 

BURLINGAME 

MR 

X 

0424.7-30-4 

Switzler Creek 

Q 

o 

8 

5 




14 

- 

- 


3008 



4 

BURLINGTON 

SU 

X 

N337 

Neosho River 

2,4008 

7 




4 

- 

- 


5008 



5 

BURNS 

SU 

X 

N383-95 

Dry tributary of 

4508 

7 




4 

“ 

-L5-x 

Avery Creek 

X 



6 

flUnRTCN 

St 

X 

A774.5-30 

Kisiwa Creek 

770E 

5 




2 

- 

-7.4-9. 4 


2908 



7 

DUSHTON 

SU 

X 

A821-56-7 

Tributary to Plum Creek 

475E 

7 




2 

- 

- 


958 



R 

BUTLER COUNTT 

SU 

X 

- 

Dry tributary 

_ 




S. D. W 2 

2 

~ 

- 

Arkansas River 




9 

BOTLER COUNT? 

SU 

X 

- 

Dry tributary 

_ . 




8. 0. # 3 

2 

- 

- 

Arkansas River 




10 

BUTLER COUNT? 

SU 

X 

- 

Dry tributary 

, 




S. D, W 4 

2 

- 

- 

Arkansas River 

_ 

_ 


U 

BUTLER COUNT? 

SU 

X 

A703.6-91 

Tributary of 

165E 

7 



s* 0 . ff 5 

2 

- 

- . 

Walnut River 

X 



12 

CALDWELL 

SU 

X 

A63B-R20 

Fall Creek 

1,7508 

7 




2 

- 

L4B-10-4 


350E 



13 

CANE? 

SM 

X 

X 

Little Caney Creek 

2,5Q0E 

7 




3 

- 

- 


4008 

_ 


14 

CANTON 

SU 

X 

X 

Tributary to 

700E 

4 




4 

- 

- 

Cottonwood Creek 

200E 

* 


15 

CEDAR VALE 

SM 

X 

V78.3- 

Cedar Creek 

6008 

4 




3 

- 

132.5-3.0 


3008 



16 

CHANUTE 

SM 

X 

N270 

Neosho River 

IO.OOOE 

7 




4 

- 

, - 


2.S00E 

- 


17 

CHAPMAN 

UR 

X 

KR169.2- 

Smoky Hill River 

i 

7 




11 

- 

37.8 



- 


18 ! 

CHASE 

SM 

X 

A613.3~53, 7 

Spring Creek to 


7 




2 

- 

-4.2 

Cow Creek 



P 

19 

CHASE MANOR 

MR 

X 

K3.2-L0 

Turkey Creek 


7 




n 

- 

- 


2308 

! _ 


20 

CHENEY 

SM 

X 

A737-59 

Ninnesceh River 

1 »OOOE 

7 




2 

- 



2008 

- 


21 

CHERRYVALB 

SU 

X 

VI90.9-8- 

Dry tributary to 

2 f 6008 

5 




3 

- 

0.8 

Drum Creek 

650E 



22 

C11ET0PA 

SU 

X 

N170 

Neosho River 

1 , 500E 

7 




4 

- 

* 


X 



23 

CIMARRON 

SM 

X 

A990 

Arkansas River 

9008 

7 




2 

- 

- 


200E 

- 


24 

CLAFLTN 

SM 

X 

X 

Mud Creek 

8508 

5 




2 

- 

- 


2108 

- 


25 

CLAY CENTER 

MR 

X 

KL169.2- 

Republican River 

4,6008 

7 




U 

- 

42.1 


2.4008 

- 


26 

CLEARWATER 

SM 

X 

A737-35 

Nlnneaoah River 

1,1008 

7 




2 

- 

- 


2208 

- 


27 

CLIFTON 

MR 

X 

KL169.2- 

Republican River 

625E 

1 




11 

- 

69.5 


3608 

- 


2ft 

CLYDE 

MR 

X 

KL169.2- 

Republican River 

9608 

7 




U 

- 

81.8 


X 

- 


29 

COFFErVILLE 

SU 

X 

V163.2 

Verdigris River 

38,0008 

7 




3 

- 

- 


5.7008 

- 


30 

COLBY 

MU 

X 

KH69.2- 

Prairie Dog Creek 

4,0008 

7 




11 

• 

239.8-157 


8008 

- 
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£ & £2 1 ~ 

I960 I Es »™ccd £ w 2 Average 

Population Population £ O * DailyFlow 

*™ d 4 g 5 o m ,qp, 

> < o P- E > • 

< 0 g ( tOOO’s) 

7 


TREATMENT 


1,164 

1,150 3 D.O80E 

0.140 


- * 

1.500 

3*395 

1,725 S 0. 130 

0.150 


- 

2.500 


1,725 S 0.L30E 

0.150 


- 

2.500 

703 

690 x 0.070E 

0,060 



0.600 

7,022 

7,000 S 1,000 

1 .580 


- - - 

15.600 

1,057 

1,0553 0.100S 

0.070 


- - - 

1.000 

971 

950 3 0.100E 

0.150 


2,664 


618 


361 


442 


619 


I - 1.500 , 

2.100 S 0.270B 0.220 ShOFtrCpDpBo 
*" “ 2. 880 _ 

600 S 0.06QE 0.060 ShCa FtrC«iDopB 0 
0,750 « 

0.030B 0.060 i 0 
0.555 .. 

None 

600 S 0*050b| 0.100 ShCIFtrCpBo 
I 1.000 _ 


6,458 

5,400 S 

0.600B 1,200 


■ 

8.000 

1*371 

1,200 S 

0.090E 0.150 


~ 

1.500 

1,526 

1,400 3 

0.10OE 0.060 


~ 

0.780 

13,520 

13,700 S 

1.500E 3,000 


" 

19.000 

1,058 

1,000 s 

0.100B 0,140 


~ - 

1.200 

1,206 

1,100 s 

O.llOE 0.150 


- 

1.500 

1,001 

( 1 , 000 ) s 

0.150B - 

12,523 

12,000 S 

1.800 2,250 



18.000 

148 

150 S 

0.020E 0.020 


- 

0.200 

498 

350 S 

0.060E 0.OS0 

1,780 

- - 

0,800 

1,500 S 

0.160B 0.200 


* 

2.000 

2,729 

2,900 S 

0.290E 0,480 

2,218 

• 

4.700 

2,100 S ( 

3.210B 0,510 

2,361 

*■ • 

4,000 

2,500 8 ( 

),200E 0.130 

18,190 


1.800 

18,200 S 5 

5.500E 2.000 

1,015 

-* 

20,000 

850 S C 

I.070E 0,100 j 

1,309 


1.000 , 

1,500 8 0 

.300E 1.220 i 

1,526 

" - 

7.500 . 

1,530 s 0 

• 100E 0,080 J 



1.500 < 


See Wichita 


UNI 

NO, 
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i canal 



16 DODGE CITY 

17 DOUGLASS 

18 DOWNS 

19 EASTBOROUQH 

20 SL DORADO 

21 ELQIN 

22 ELK CITY 

23 ELKHART 

24 ELLINWOOD 
23 ELLIS 

26 ELLSWORTH 

27 EMPORIA 

2ft ENTERPRISE 

29 ERIE 

30 EUDORA 



C306-IU-L4 

x 

X 

A740-4B 

KL169«2- 

102.4 

A716-41 

NL383-53 

N448 

A737-L51-45 

* 

A 103 5 

KR169.2- 
85* 4-81,6 

A760 

K30 

A868. 7-138 
A973 

A703 ,6-59* 5 

KR 169.2- 
171*6-11.5 


A703. 6-94.0 

V78.3-132.5 

-114,5 

V197. 9-24,7 


AQ6l ,2 

KR169.2- 

292.1-44*0 

KR169.2- 

23Q.3 

NL3Q3-12 

KR169.2 

55,4 

N244 
MOV 7- 1 


Dry tributary to 
Calvary Creak 
Tributary to 
Brush Creek 

Tributary to 
Brush Creek 
Cowskin Creek 

Republican River 

Dry tributary to 
Slate Creek 

Cottonwood River 

Neosho River 

Dry tributary to South 
Fork of Ninnescah River 

Dry tributary to 
Solomon River 
Arkansas River 

Henry Creek 

Arkansas River 

Kansas River 

Walnut Creek 

Arkansas River 

Walnut River 

North Fork of 
Solomon RWer 

Arkanaaa River 
Walnut River 
Caney River 
Elk River 

(Evaporation ponds) 
Arkansas River 
Biff Creek 
Smoky H11L River 
Cottonwood River 
Smoky Hill River 
Neosho River 
Wakarusa River 
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INVENTORY 


OF MUNICIPAL WASTE FACILITIES 

STATE “ 


COMMUNITY, SEWER 
OR 

SANITARY DISTRICT 
INSTITUTION 


COUNTY 


I960 

Population 


Estimated 

Population 

Served 


ui« 


Q ti. 

< s. 

oi 2 - 
WnP 

> < O 

< a s 


KANSAS 


Des’d 

Por 


Average 

[DailyFlow 

MGD 


P.E. 

(IQQO'jO 
7 


YEAR 


19 62 


treatment facilities 


PACili U 


TREATMENT 


C3VE 

NO 


EUREKA 

FATRYfEt 

FAIRWAY 

FLORENCE 

fort scorr 

FOWLER 

FRANKFORT 

FREDOMIA 

frgntsnac 

GALENA 

OALVA 

GARDEN CITY 

GARDEN PLAIN 

OARDNER 

GARFIELD 

GARNETT 

GAYLORD 

GEARY COUNTY 

®* D ‘ # 1. 2, and 3 

GENESEO 

CEUDA SPRfNOS 

CTRARD 

GLASCO 

GLENVOOD HEIGHTS 

GODDARD 

COESSEL 

GOODLAND 

GORHAM 

gra infield 

GREAT BEND 
GREENS BURQ 


Greenwood 

Broin 

Johnson 

Marion 

Bourboir 

JJeade 

Marshall 

Wilson 

Crawford 

Cherokee 

McPherson 

Finn ey 

Sedgwick 

Johnson 

Pawnee 

Anderson 

Smith 

Geary 

Rioe 

Sumner 

Crawford 

Cloud 

Johnson 

Sedgwiok 

Marion 

Sherman 

RusaeU 

Govs 

Barton 

Kiowa 


4,0*5 
272 
5,398 
853 
9,410 
717 
1,106 
3,233 
1,713 
3,827, 
442 
II, Bit 
560 
1,619 
2?a 
3,034 
239 

558 

223 

2,350 

812 

1,170 

533 

327 

4,459 

429 

?89 

16,670 

1,983 


3,600 
390 
<95,390) 
850, 
10,000 
500 
1 , 100 
3,500 
1 ,800 
3*800 
450 
11,000 
500 
1,400 
200 
3,000 
200 
400 
600 
180 
2,300 
800 
{1,170) 
490| 
300 
4,400 
400 
360 
17,000 
l» 60 o| 


>.400E 
0*030 
Q.5O0E 

jo.iooel 

1.300E 
0.040E 
0 ,O0OS 
0 *450E 
0.300 
|O.40OE 
x 

U400E 
0.050E 
0.110E 
0.020E 
X 

0.020B| 
0.040E 
0.O50E 
0.020E| 
0.25o| 
0.070 
x 

0.040E 
0.020E 
0.440E 
0.0302 
0.030 
1,700 
0.1601 


0,400 

4.000 

0.060 

0.600 


0.110 

1,100 

0.900 

11.000 

0.100 

1.000 

0.170 

1.700 

0.500 

5.000 

0.130 

0.500 


0.040 

0.700 

2.240 
! 20, 000 
0.030 
0.600 
0,250 
2.500 

0,070 

0.500 

0,210 

1*500 

0,040 

0.450 

0.060 

0.600| 

0,060 

0.750 

0,030 

0.300 

0,290 

2.900 

0.090 

0.900 


0.030 

0,600 

0.040 

0,500 

0.450| 

6.000 

0.0601 

0.600 

0.060 

0.500 

2 ♦ 100J 
21,000 

. 0.300 
I 3.000 


ScCroFtrCpDohrBo 

Lo 

See Mission Twp. S.D, ff l 
Lo 

ShGhCmFtrDfhrBo 
She i Ft rCpLoBo 
ShLo 

SoCiFtrCpBo 

CiFeBo 

Nono 

CiFsBo 

SgQmCtnFtrCmDortBo 

ShQmCiFtrCmDopBo 

SoCmFtrCmDopt 

ShCiFtrCpBo 

ShCmFtrCpDo pBo 

ShCiFtrCpBo 

Lo 

ShCiFtrCpBo 

Lo 

ShCfaFtrCmDo opBo 
ShCiFtrCpBo 

Sgg Mission Twp. S. D. ft 2 

ShClFtrCmDopBo 

ShClLo 

ShOhCmDchrtBoLo 

Lo 

Lo 

SoCoFtrCmDort 

ShCiFtrCpBo 


l 

t 

J 

4 

% 

« 

7 

* 

9 

to- 

il 

31 

n 

14 

14 

ir, 

IT 

1* 

19 ; 

JO 

21 i- 

M \ 

« ! 
i( ) 
H 

to [ 
u 

i 

] 

19 

H> i 

i. 
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INVENTORY OF MUNICIPAL WASTE FACILITIES 



STATE 

KANSAS 

YEAR 

1962 

PAGE 1* Of 11 

LINE 

NO. 

COMMUNITY, SEWER 

DRAIN- 

AGE 

BASIN 

WATER- 

COURSE 

MILEAGE 

DISCHARGE 

TO 


P.F.. (BOD) 

1 

ti 

%it 

£< 

REMARKS 


UN- 

TREATED 

WASTE 

OR 

SANITARY DISTRICT 
INSTITUTION 

Maj. 

Min. 

Sub. 


DIS- 

CHARGED 

WASTE 


9 

To" 

10a 

11 

12 

13 

14 

15 

1 

EUREKA 

SH 

X 

V215.3-BL.9 

Fall River 

3,600b 1 

7 




9 

- 

- 


920E 

- 


2 

FAIRVtEff 

MR 

X 

X 

Walnut Creek 

390E 

7 




12 

- 

- 


X 

- 


3 

FAIRWAY 

UR 

X 

- 

Turkey Creek 

_ 





11 

- 

- 


- 

- 


4 

FLORENCE 

SU 

X 

NL333-106 

Doyle Creek 

850C 

7 




4 

- 

-oa 


X 



5 

FORT SCOTT 

UR 

X 

0273.5- 

Uarumton River 

20, 000 E 

1£ 




14 

- 

16. 2-32*2 


8,OOOS 

2 


6 

FOWLER 

SU 

X 

C349-54 

Crooked Creek 

500E 

7 




7 

- 

- 


50E 

- 


7 

FRANKFORT 

UR 

T 

» 

Black Vermillion River 

L t 100 E 

7 

*K142. 

5-138. 9-4G.1-12 

.0 



11 

- 

- 


X 

- 


e 

FREDOMIA 

SU 

X 

V215.3-26.0 

Fall River 

3, 500E 

7 




3 

- 

- 


550S 

- 


9 

FRONT ENAC 

SU 

X 

N130-39-R15 

Coir Creek 

1 , 800 E 

2 




4 

- 

- 


900 E 

“ 


to 

GALEHA 

SU 

X 

N130-3L-2. 

Short Creek 

3 , QOOE 

0 




4 

- 

- 


3.R00B 

- 


n 

QALVA 

SU 

X 

A774. 5-22.9 

Dry Creek 

450E 

7 




2 

- 

-3. 6-2*3 


60S 

- 


12 

GARDEN CITY 

SU 

X 

Al f 024.2 

Arkansas River 

15,0008 

7 




2 

- 

- 


2 , 200E 

- 


13 

GARDEN FLAW 

SU 

X 

A737-44- 10 

Dry tributary to 

50GB 

7 




2 

- 

- 

Polecat Creek 

100B 

- 


14 

GARDNER 

UR 

X 

0360.2-35 

Dry tributary to 

1 , 400E 

7 




14 

- 

- 

Bull Creek 

2IOE 

- 


15 

GARFTBLD 

SU 

X 

A 908-1 

Coon Creek 

200B 

7 




2 

- 

- 


30E 

- 


16 

GARNETT 

UR 

x ! 

0367.3-31.2 

Tributary to 

3, 500E 

1 




14 

- : 

- 

Pottawatomie Creek 

1 ,OOOE 

- 


17 

GAYLORD 

UR 

X 

* 

North Fork of 

200E 

5 

*KRL69« 2-84.5-171-42. 

9 



11 

- 

- 

Solomon River 

30E 

- 


18 

GEARY COUNTY 

MR 

X 

X 

Old Channel and 

400E 

7 



S. D. ft 1, 2, and 3 

U 

- 

- 

Smoky Hill River 

X 

- 


19 

OSNESEO 

SU 

X 

A774.5 

Tributary to 

60GB 

5 




2 

- 

-100.3 

Little Arkanaao River 

iOOE 

- 


20 

GEUDA SPRINGS 

SU 

X 

A715-1 

Salt Creek 

180B 

7 




2 

- 

- 


X 

- 


21 

GrRARD 

SU 

X 

tUQB-42 

Thunderbolt Creek 

2 f 600E 

7 




4 

- 

- 


38GB 

- 


22 

GLASCO 

UR 

X 

KR169.2- 

Solomon River 

900E 

7 




n 

- 

85.4-92.7 


180E 

- 


23 

GLEN WOOD HEIGHTS 

UR 

X 

_ 

Indian Creek 

- 

_ 




12 

~ 

- 


- 

- 


24 

GODDARD' 

SU 

X 

A740-41 

Dry tributary to 

490E 

7 




2 

- 

- 

Cowskln Creek 

75E 

- 


25 

GOESSBL 

SU 

X 

A774.5- 

Dry tributary to 

300E 

7 




2 

- 

27.3-19.3 

Middle Emma Creek 

30E 

* 


26 

GOODLAND 

UR 

X 

* 

North Fork of Sappa Creek 

4,300E 

7 

*KL169. 2-258.0-107. 8- 

99.0 



11 

- 

- 


660E 

- 


27 

GORHAM 

MR 

X 

X 

Dry tributary of 

400E 

7 




n 

- 

- 

Walker Creek 

X 

- 


28 

GRA INFIELD 

MR 

X 

X 

Dry tributary of 

360E 

r 




11 

- 

- 

saline River 

t 

- 


29 

GREAT BEND 

SU 

X 

A873.2 

Arkanaao River 

19,000E 

? 




2 

- 

- 


2 , 700E 

- 


30 

GREENS BURG 

SU 

X 

A843- 104 

Rattlesnake Creek 

L,600E 

7 




2 

- 

- 


240E 
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INVENTORY OF MUNICIPAL WASTE FACILITIES 



STATE 

KANSAS 

VEAR 

196s 

PAGE 5 of 15 

LINE 

NO. 

COMMUNITY, SEWER 

DRAIN- 

AGE 

BASIN 

WATER- 

COURSE 

MILEAGE 

DISCHARGE 

TO 


Pollution 
Abatement Needs 

REMARKS 

UN- 

TREATED 

WASTE 

OR 

SANITARY DISTRICT 
INSTITUTION 

M*j t 
VI in. ' 

Sub. 

DIS- 
CHARGED 
W ASTE 


■Ml 

DjI 

Ell 

U 

12 

IB 

IB 

15 

1 

OnEEHLEAP 

FBI 

X 

* 

Dry tributary of 

6002 

7 

*K142. 

5-138.9-7.5-24. 

0 



m 

- 

- 

Coon Creek 

90 E 

• 


2 

GYPSUM 

UR 

X 

KR169.2-9L 

Gypaura Creek 

5302 

7 




11 

- 

-16 


200E 



i 

HALSTEAD 

SU 

X 

A774. 5-34.3 

Little Arkansas River 

1,600E 

7 




2 

- 

- 


240E 

- 


4 

HAMILTON 

su 

X 

VL2B0-14 

Willow Creek 

3502 

1 




3 

- 

- 


902 

- 


5 

HANOVER 

UR 

X 

K142.5- 

Li ttla Blue River 

6502 

7 




11 

- 

13B.9-26.4 


4302 



6 

HARDTNER 

su 

X 

X 

Driftwood Creek 

4002 

7 




2 

- 

- 


902 

- 


7 

HARPER 

SU 

X 

A63B-20-91 

Sand Creek 

1*8502 

1 




2 

“ 

-15 


2902 

- 


8 

HAVEN 

SU 

X 

ABOl.7-,7.3 

Dry Creek 

930E 

7 




2 

" 

- 


2002 

- 


9 

HAVILAND 

SU 

X 

- 

Lagoons 

7502 

7 




2 

- 

- 


4502 

- 


10 

HAYS 

HR 

X 

KR169t2- . 

Big Creek 

3,5002 

7 



South Plant 

11 

- 

292,1-25.0 


630E 

- 


11 

HAYS 

HR 

X 

KR169.2- 

Tributary to Big Creek 

8,0G0E 

7 



Southeast Plant 

11 

- 

292.1-24.5 


i , 5002 

- 


12 

HAYSVILLE 

SU 

X 

A74Q-20 

Cowskin Creek 

5, BOOB 

1 




2 

- 

r 


1,0002 

- 


IB 

IIERIHGTON 

UR 

X 

KR169.2- 

Line Creek 

4,1002 

1 




11 

r 

14*0-37.0 


L , 1002 

- 


14 

HERNDON 

UR 

X 

# 

Beaver Creek 

3002 

7 

,KL169.3-25B.0- 12. 3-116. 5 



U 

■- 

- 


X 

- 


15 

IIESSTOH 

SU 

X 

A774. 5-27,3 

Middle Emma Creek 

2,2502 

7 




2 

- 

-4,6-12.0 


4502 

- 


16 

HIAWATHA 

MR 

X 

U496-34 

Wolf River 

2*5002 

7 




12 

- 

- 


3702 

- 


17 

HIGHLAND 

: UR 

X 

U492-5 

Mission Branch Creek 

7202 

7 




12 

- 

- 





IS 

HILL CITY 

UR 

X 

* 

South Fork of 






11 

- 

- 

Solomon River 




19 

HILLSBORO 

SU 

X 

N3B3-12B-6 

Wall Creek 






4 

- 

- 





20 

IIOrsIHQTOM 

SU 

X 

A813.3-X 

Shop Creek 






2 

- 

- 





21 

HOLTON 

UR 

X 

K63.3-42.6 

Elk Creek 






11 

- 

-U.6 





22 

HOLYROOD 

SU 

X 

AB13.3-X 

Plum Creek 






2 

- 

- 





25 

HOPE 

UR 

X 

KL169-14-37 

West Fork of 






U 

- 

- 

Lyons Creek 




24 

HORTON 

UR 

X 

K65.2-60 

Little Delaware River 






11 

- 

- 





25 

HOWARD 

SU 

X 

E197.9-67.2 

Paw Paw Creek 






3 

- 

- 





26 

HOXIB 

MR 

X 

* 

Sand Creek 






11 

- 

- 





27 

HUDSON 

SU 

X 

AB42-R25-8 

Dry tributary to 






2 

- 

- 

Rattlesnake Creek 




2B 

HUOOTON 

SU 

X 

_ 

Pond 






7 

- 

- 





29 

HUMBOLDT 

SU 

X 

N280 

Neosho River 






A 


- 















INVENTORY OF MUNICIPAL WASTE FACILITIES 


1962 pa 


TREATMENT FACILITIES 



wmmmx Montgomery 

INDIAN CREEK S. D. Johnson 


INMAN 

I0U 

jamestoin 

JETM0RE 

Johnson cite 

morion cm 

KANSAS CITT 


McPherson 

Alien 

Cloud 

Hodgeaan 

Stanton 

Greary 

Myandotte 


KANSAS CITT 

Tyandotte 


KENSINGTON 

Smith 

619 

KINGMAN 

Kingman 

3,582 

kinslet 

Edward a 

2,263 

KIOIA 

Barber 

1,674 

kismet 

Seward 

150 

^ CROSSE 

Rush 

1,76? 

U CKWE 

Linn 

810 

lake of the forest 

Kyandotte 

560 

UKIR 

XEARNT 

- 


T , p Usve „ orth 

imto 

Pawnee 

uma ....... 

LEAIC05 , . 

Johnson 

LBffiX* , , 

Johnson 

LOW 0 t 

Butler 

UDTI 

tiohlU 

Coffey 

Wwardi 


U|222 12,000 3 1.350E 1*500 ShClFtnGpOopZaDo 

- 0.000 - 

2,350 x x 2.500 C FtC 

- 10*000 - 

729 720 S 0.060E 0.070 ShCiFtrCpBo 

“ 0.750 - 

M95 6,600 S 0.750E 1.5S0 ShCiFtnCpDo 

I- 5.000 - 

^22 400 Is 0.030E 0.050 ShClFtrCpOo 

" 0.650 - 

^1»G2S 1,000 S 0.080E 0.150 ShCiFtrCpBo 

- K50 ° (Liquid sludge to farm Undo) 

600 3 0.G50E 0*100 ShClFtrCpBoLo 
r - I 1.000 - 

18.700 14.000 8 1.300E 1.300 SchCmDohnrtBo 

" 10.000 - 

121,901 66,000 C 21.100 * None 

^ 41,000 0 30.300 - None 

. 619 650 s 0*070E 0.100 ShClFtrCpOo 

r I - I 1.000 - 

_3.583 3.600S 0.360B 0.370 ShCmFtrCpDohmprtB. 

I “ r I - 3*700 

. 8,2W 1,800 Is * . Nemo 

^1,674 1,500 S 0.150E 0.150 ClFsBo 

r ~ i.ooo - 
_ 150 200 S 0.020EI 0.014 Lo 

’ ~ I 2.000 - 

_ .76? 1.750 S 0.1700 0.150 ClFtrCpB# 

om * ' * 1-600 “ 

500 S 0.O30EJ 0.060 CIBo 

„J ’ ‘ ' 0-800 - 

. 560 __ 400 8 0.O30B . M 0na 

1.200 S 0.120E 0,200 SohCmFtrCaDoptBo 
. f I ~ I 2.000 - 

1,500 $ 0.150E 0* 150 1 Lo 
II L- 500 | - 

- ’ ? ,00 T °* 450E l.<»| 8 H°hCnFtrCmDo P tBo 

- I 38 ' 800 |8 I 2. 500 I 4.000 SgOmCoDfrtBo 

? ,05 1 82,o°o|s li.eoosl . Mono 

- 7 H (7 - 4501 8 O.6O0E - Non, 

H ?*4 J 0:200 cuyi ui3flouri 

si J J; ■ 2-000 - 

- 1 . °T * 0.070 ft 

541 ’ ’ 0,850 * 

. 500 r 0-0508 0.050 ShClFtrOpBo 

_H H 8 0.0' J °o2 s'hcmrcpao 

601 _ ^ I ~ 0*900 - 

- 5008 °.060E 0,080 ClFtrBo 
486 " °*800 - 

- I - S °-°20E 0.070 ShClLoBo 
Ll - 0.500 - 



INVENTORY OF MUNICIPAL WASTE FACILITIES 



STATH 

YEAR 


KANSAS 

1962 
















WASTE FACILITIES 

STAIR 

YEAR 


KANSAS 

1962 

PAGE 



TREATMENT FACILITIES 



3,uuu p |i.50Uti 2.000 SchCaFt r Cm Dch ora tLofl o 
15,000 - 

l, GOO S 0 . 1 G 0 B 0.220 ShClFtrCpLoBo 

2.200 _ 

200 S 0.020E 0.030 l 0 

0.320 „ 

2,200 3 0.190B 0.180 SoCmFtrCpDohrBo 

- 2.200 

400 S O.IOOE 0.030 ShCnFtrCmDopBo 
1.100 _ 

500 S 0.050 0.070 ShCiFtrCpBo 
- 0.700 

840 S 0.080E 0.100 ShCiFtrCpBo 

- - - 1.000 „ 

500 S 0.050E 0,070 ShCiFtrCpBo 

0.700 _ 

900 S O.OBOE 0,080 SoClFtrCpBo 

0.300 _ 

4,400 S 0.440 0,630 SchClFtrCmBo 

5.000 : _ 

1,000 3 3.070E 0.100 ShCiFtnBo 

0.700 „ 


400 B b,040E 0.080 
b - 0.750 


ShCiFtrCpBo 


500 S 0.040E 0.100 ShClFtrCpLoBo 

1.000 . 

?,500 5 0.900 ^1.100 GtnShApCmFtrCtnDohmprfcBoLflXd 

750 S O.O0OE 0,010 ShCiFtrCpBo 

0, 500 


3.000 S 2.100 3.400 shCmDohprtBo 

- 33.000 „ 

1,230 S o.lioe 0.200 SohCiFtrCpBo 

- 2. 100 

2,100 S 0.2L0E 0,200 ShCiFtrCpBo 

2.000 

5B0 3 0.050 0,090 SchCiBo 

0,900 . 

4,150 S G.330E 0.640 SchCraDcptBo 

8.200 . 

1,950 S 0. HOE 0.250 8hCmFtrCmDaptBo 
2.500 - 

2,300 S 0.2G0E 0,400 ShCmFtrCmDoptBo 

4.000 - 

1,330 S 0.L30E 0.120 CiFtrCo 
1.160 _ 

1,270 S 0.12OE 0,120 ShCmFtrCpDopBo 
1,160 _ 

550 S 0.040E 0.090 ShCiFtrCpBo 
0,900 « 

2.000 S 0.200E 0,030 SoCiBo 

2.800 , 

600 3 0.050E 0.100 ShClFtrCpLoBo 

1.000 - 

,620) x 0,3000 - None 

" " (thru Kansas City, Missouri severs) 

0,000 S 6.000 7,000 ShdmCmFtrCmDfhrBo 
- . - 70,000 - 

7,0003 0.700 1.000 GmCoFtrCmDfrLo 


|U&3! 












INVENTORY OF MUNICIPAL WASTE FACILITIES 



DRAIN- 

COMMUNITY, SEWER BASIN 
OR ~T 

SANITARY DISTRICT . 
INSTITUTION ffi* Sub. 


STATE 

YEAR 


KANSAS 

1962 

PAGE 7 of 15 


WATER- 

COURSE 

MILEAGE 




1 LIBERAL 
* LINCOLN 

LIHCOLNVILLB 
LINDSBORO 

linn 

LITTLE RIVER 


* LUCAS 





KR169.2- 
106# 5-07* 4 

N383-120-13 


KR169.2- 

167.4 

KH69.2- 

5B-20-3 

A774.5-90.7 


0424. 7-20 ..4 

A813.3-4L.0 

- 1.6 

V325.7 

KR169. 2-320 
-25 

A842-R25 
-R13-10 
A774. 5-47 .6 
-13.7-10.5 

A762. 0-22,0 


KL169.2- 
105.2-5 5.2 
N383-120-6 

KR169.2- 

167.4 

K142. 5-80.0 


KR169.2- 

37.6-46,0 

KR169.2- 

85.4-55.8 

0306-60 


Saline River 

Clear Creek 

Smoky Hill River 

Linn Branch to Pear Creek 

Little Arkanoaa River 

North Fork of 
Solomon River 
Wolf Creek 

Sait Creek 

Little Cor Creek 

Verdigris River 

Big Timber Creek 

Wild Horse Creek 

?ry Turkey Creek 

Big Slough 

Kansas River 

Buffalo Creek 

Mud Creek 

Smoky HILL River 

i Blue River 

Crooked Creek 
Elm Creek 

Tributary to Turkey Creek 

Pry Branch of 
Turkey Creek 

Chapman Creek 
Solomon River 
Dry Fork to Buff Creek 
Missouri River 
Turkey Creek 
Indian Creek 


1,0008 k 

500E - 


500E 7 
50B - 
10 ,000E 1 
1.500E • 

750E 1 
1006 - 

26.000B 7 
16.000E - 


2, 100B 1 
530S - 

580E 7 
400E - 
4 ,8005 7 
2.900E - 

1 ,9508 7 
290E - 
2,3O0E 7 
350G - 
L , 330E i 
250E - 

1.270S t 
190E * 

550E 7 
85E - 
2,300B 7 
1 ,400E - 

600E 7 
100E - 


60,0008 7 
9.000E - 
7.000E 7 
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INVENTORY OF MUNICIPAL WASTE FACILITIES 


COMMUNITY) SFAVER 
OR 

SANITARY DISTRICT 
INSTITUTION 




MISSION WOODS 
MOLINE 
MONTEZUMA 
UOR AN 
MORRILL 
MOSCOW 
MO USD CITT 
HOUNDRfDGE 
MOUNT HOPE 
MULLIMVILLE 
MULVANE 
NATOUA 
NEQDE5HA 
HESS COT 
HEW CAMBRIA 
* NEWTON 
NICKERSON 
NORTH NEWTON 
HORTON 
N ORTON VILLE 
NORWICH 
OAKLET 
OBERLIN 
OGDEN 
OLATHE 
OLPB 
ONAGA 
OSAGE CITT 
OSAWATOU1E 
OSBORNE 


Johnson 

Elk 

Gray 

Allen 

Brown 

Stevens 

Linn 

McPherson 

Sedgwlok 

Kiowa 

Sumner 

03borna 

Wilson 

Naas 

Saline 

Harvey 

Reno 

Harvey 

Norton 

Jefferson 

Kinsman 

Logan 

Decatur 

Riley 

Johnson 

Lyon 

Pottawatomie 

Osage 

Miami 

Osborne 


Estimated 

Population 

Served 


1240) 

680 

530 

400 

290 

200 

500 

1,000 

520 

300 

2,900 S 
800 S 

3.500 S 

1.500 S 
150 S 

14.500 S 

1,100 3 

(890) x 


w 2 Average 

0 ^ DailyFlow 

2 >, Q MOD 

gsSnrr- 

<DS (l goo's) 


TREATMENT FACILITIES 


TREATMENT 


3.020E 
0,060E 
0.030E 
0.04QE 
0.020E 
0.020B 
0. 060E 
O.IOOE 
0.050E 
0.030E 
0.2908 
0.080E 
0,500 
0.150 
O.OlOE 
1.900E 

2 

O.llOE 

0.060E 


3,345 

3,000 3 

0.330E 

0.200 


- 

- 

2.000 

595 

600 S 

0.040E 

0,060 


- 

- 

0.800 

430 

420 S 

0,040 

0.060 

— 

- 

• 

0,575 

2,190 

2, 100 S 

0.200E 

0,200 

* 

- 

- 

2.000 

2,337 

2,300 S 

0.230E 

0.190 


- 

- 

2.000 

1,780 

1,500 3 

0.130 

0.070 


- 

- 

1.000 

10,987 

10,900 S 

1.200B 

1.500 


- 

- 

15.000 

722 

250 S 

O.OIOE 

0.050 


~ 

- 

0.500 

850 

800 S 

0.060E 

0.200 


- 

- 

2,000 

2,213 

2,100 S 

0.L40E 

0. LOO 


“ 

- 

2.L60 

4,622 

4,600 s 

0.400E 

0.340 


. - 

- 

4.500 

2,049 

1,900 S 

0,190 

0.300 


*• - 

- 

2.500 


See Mission Twp. S. D. fi l 

Cl*FtrCpBo 

ClFsBoXd 

ShCiFtrCpBo 

CiFtnBo 

Lo 

Lo 

ScCmFtrCpDoptBo 

ShClLoLs 

ShClLoBo 

ShOoCmDptBo 

ShCmFtrCmDcptBo 

ShCiFtnCpBo 

CiFtnCpBo 

Lo 

OmKoCraFthCmFtrCpHoVvXp 

ShCmFtrCmDcptBo 

See Newton 

ShCiFtrCpBo 

Lo 

ShCiFtrCpBo 

ShCiFtrCpBo 

ShClFtrCpLoBo 

ShClBo 

SchCmFtrCmDortBo 

Lo 

ShCmFtrCmDcrtflo 

ShApCmFttCpDopBo 

ShCmAaCraDchrLa 

ShCiFtrCpBo 
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INVENTORY OF MUNICIPAL WASTE FACILITIES 



I STATE 

YEAR 



KANSAS 

1962 

pac;h e of 15 


lime 

NTO. 

COMMUNITY. SEWER 
OR 

SANITARY DISTRICT 
INSTITUTION 

DRAIN- 

AGE 

BASIN 

WATER- 

COURSE 

MILEAGE 

DISCHARGE 

TO 

P E. (I30D) 

1 

REMARKS 

mmnm 

| 

Maj 

Min 

Sub 

■ETTHH 

E3BW3 

WwiHi 

- 

9 

ns 

na 

11 

12 

■vnHi 

m 

15 

1 

mss ton roods 

UF 

X 

- 

Turkey Creek 


■ 




11 

- 

- 


_ 

- 


2 

MOLINE 

Sk 

7 

X 

V56. 4-9-5 

Wildcat Creek 


m 

*Imhof£ tank not suited for 








5 

milk wastes. 

3 

MONTEZUMA 

su 

X 

X 

Dry Creek 

530E 

1 




2 

- 

- 


280B 



4 

HORAN 

MR 

X 

0273.5-10.2 

Dry tributary to 


7 




14 

- 

-65 

Marmaton River 




5 

MORRILL 

UR 

X 

M5ii. 2-23.0 

Walnut Creek 

290E 

4 




12 

- 

-16.0 


1403 



6 

MOSCOW 

SU 

X 

C450-X 

Tributary to 


7 




7 

- 

- 

Cimarron River 

« 

_ 


7 

MOUND CITY 

MR 

X 

0322-12 

Little Sugar Creek 


7 




14 

- 

- 


X 



a 

MOUNDRIDQE 

SU 

X 

A774 ,5-35.3 

Black Kettle Creek 


7 




2 

- 

-23.8 


1308 



9 

MOUNT ROPE 

SU 

X 

A800 

Arkansas River 

520B 

i 




2 

- 

- 


320G 



10 

UULLINV1LLE 

SU 

X 

A843-1L4 

Tributary to 


7 




2 

- 

- 

Rattlesnake Creek 

X 

_ 


1 1 

UULVANE 

SM 

X 

A755.5 

Arkansas River 

2 # 900E 

7 




2 

- 

- 


1.750G 



12 

NATOilA 

MR 

X 

X 

Paradise Creek 


7 




11 

“ 

- 


80S 

» 


13 

NEOOESHA 

SU 

X 

V217 

Verdigris River 


4 




3 

- 

- 



.. 



NESS CITY 

SU 

X 

A873.5-94 

Walnut Creek 


4 




2 

- 

- 



- 


IS 

HEW CAMBRIA 

UR 

X 

Krl69. 2-105 

Smoky Hill River 

15QE 

7 




n 

“ 

- 


X 



I4S 

* NEWTON 

su 

X 

A774.5-25.9 

Sand Creek 

19.O00E 

7 




2 

- 

-10.6 



- 


17 

NICKERSON 

su 

X 

A829.5 

Arkansas River 


7 




2 

“ 



150G 



IB 

KORTH NEITQM 

SM 

2 

X 


8and Creek 

- 

- 


19 

NORTON 

UR 

X 

KH69.2- 

Prairie Dog Creek 

mm 

i 




11 

- 

239.B-66.0 


1 , OOOE 

_ 


20 

NORTONVILLE 

UR 

X 

X 

Tributary to Dry Creek 


7 




U 

- 

- 


X 

- 


21 

NORWICH 

SU 

X 

A7I0-61 

Dry tributary to 

420E 

7 




2 

“ 

- 

Sand Creek 

70E 

- 


22 

OAKLEY 

UR 

X 

KL169.2- 

Tributary to North 


7 




11 

- 

378.2-60.0 

Haokberry Creek 

42GS 

- 


23 

OBERLIN 

UR 

X 

KL169.2- 

Sappa Creek 


1 




11 

: - 

258.0-100.8 


450E 

- 


24 

OGDEN 

UR 

X 

K158.9 

Kansas River 

1 1 500E 

7 




n 

- 

- 


l.n50E 

- 


25 

OLATHE 

UR 

X 

Kl6»0-I2,p 

Mill Creek 

IO P 900E 

7 




n 

- 

- 


1.650E 

- 


26 

OLPE 

SU 

X 

N345-30 

Eagle Creek 

250E 

7 




4 

“ 

- 


X 

- 


27 

ONAOA 

UR 

X 

K116.9-25 

Vermillion River 


7 




11 

- 

- 


100R i 

- 


2B 

OSAGE CITY 

UR 

X 

0424.7-20.4 

Salt Creek 


1 




14 

- 

- 


650E ! 

- 


29 

OSAKATOSIIE 

UR 

X 

0367.4-1.0 

Pottawatomie Creek 


I 




K 

- 

- 


1 , 400E • 

- 


30 

OSBORNE 

E 

X 

KL169.2- 

Solomon River 


7 




ED 

- 

85.4-26.1* 


290E 

- 
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INVENTORY OF MUNICIPAL WASTE FACILITIES 


STATE 

YEAR 

KANSAS 

J — . ^ | 

196s 


COMMUNITY, SEWER 
OR 

SANITARY DISTRICT 
INSTITUTION 


OSWEGO 

OTTAWA 

OVER BROOK 

OVERLAND PARK 

OXFORD 

PALCO 

PA OLA 

PARSONS 

PAWNEE ROCK 

PEABODY 

PHILUP3BURO 

PITTSBURG 

PLAINS 

PLAINVELLE 

PLEASANTON 

POTIIIN 

PRAIRIE VILLAGE 

PRATT 

PRESTON 

PRETTY PRAIRIE 

PROTECTION 

QUENElfO 

QUINDARO 
TIP, S.D, A L 
QU INTER 

OUIVARA 

RANSOM 

ROBINSON 

ROELAND PARK 

HOLLA 

ROSE HILL 



Labatto 

Franklin 

Oaage 

Johnson 

Swaitor 

Rooks 

Miami 

Labotte 

Bar ton 

Marlon 

Phillipa 

Crarford 

Ueado 

Rooks 

Linn 

Butler 

Johnson 

Pratt 

Pratt 

Reno 

Comanche 

Oaaga 

Wyandotte 

Govs 

Wyandotte 

Ness 

Brc*n 

Johnson 

Morton 

Butler 


2 t l>27 2,000 S 0.200B 0,300 ShApCoFtrCmDohrLoBo 

2.600 - 

10,673 10,500 S 0.900E 1,250 ShCmAaCmDchmrtLs 

13.500 - 

50V 500 S 0.050E 0.160 Lo 

0.950 - 

21,110 (21, HO) - - See Mission Tvp. S.D, ft 1 

969 900 S 0.090E 0,150 Lo 

1.50 0 ~ 

575 600 S 0.060E 0,100 ShCiFtrCpBo 

1,000 - 

4,700 S 0.290 0.320 ScCmFtrCmDohmrBo 

4.500 - 

13,929 13,500 S 2.100E 3.500 ShOmCmFthCmFtrCmDohprstBoLs 

30.000 - 

380 300 S 0.030E3 0.030 ShCiFtrCpBoLo 

0.000 - 

1.309 1,300 S 0.1302 0.200 ShCiFtrCpBo 

2,000 - 

3,233 3,200 S 0.320E 0.480 ShCiFtrCpXd 

^•000 (liquid sludge hauled to far® land) 
18,678 10,000 S 1.40QB 3,000 ShGmApCmFtrCfliFtrCfflDcfhrtBo 

40.300 - 

724 600 S 0.05QE 0,100 ShCiFtrCpBo 

1.000 ~ 

3,104 3,050 S 0.3002 0.040 CiFtrCpBo 

2.400 - 

1.093 1,000 S 0.O9OS 0.090 CiFtnCpBo 

0.500 - 

635 ^00 8 0.060E 0,100 ShCiFtrCpBo 

1.000 - 

23,356 (25,355) x x - See Kiaaion Top, S.D. ft i 

8.L56 0, LOO S 0.6002 0.410 SohApCmFthAaOnDohtrH Xd 

7.000 - 

278 250 S 0.0202 0,050 ShCiFtrCpBo 

0.600 " 

525 500 3 0.050E 0,100 ShCiFtrCpBo 

1.000 - 

780 770 S 0.070 0,080 ShCiFtrCpBo 

0.750 - 

454 400 S 0.030E 0.040 Lo 

~ “ - 0.400 

( 1,200) S x . - None 
" - - - (thru Wyandotte Tirp S. D. W 7 

776 750 S 0.070E 0.060 ShCiFtrCpBo 

" - 0.850 ‘ * 

600 600 S 0.050E - None 

387 350 $ 0.040E 0,050 ShCiLoBo 

0.500 

317 300 $ 0.020E 0.030 CiBo 

*.• - - 0.500 - 

8.949 (3,705) S 0.850E - 8ee Miaeion Twp. S.D. #1. 

4fa * 300 S 0.020E 0.060 SttfiLoBo 

“V':"- • *' • - 0,800 - 

273 a fihntrfwP.ilil v v 





INVENTORY OF MUNICIPAL WASTE FACILITIES 


STATE 

YEAR 


KANSAS 

1962 

PAGE 9 of 15 




DRAIN- 



P.E. (BOD) 




COMMUNITY, SEWER 

ACE 



i 






WATER- 

DISCHARGE 

UN- 

2 



OR 

SANITARY DISTRICT 





LINE 

NO. 

Maj 

Min- 

Sub/ 

COURSE 

MILEAGE 

TO 

TREATED 

WASTE 

gg 
.9 s 

REMARKS 

INSTITUTION 


DIS- 









CHARGED 

0-0 





i 



WASTE 

c^< 



9 

m 

m 

1 ! 

12 

13 

KH 

L5 


oswego 

SU 

X 

N 102.5 

Turkey Creek 

2,60QE 

a 




4 

- 

- 


370E 

- 


2 

OTTAWA 

UR 

X 

0399*0 

Uarala dee Cygnea River 

14,OOOB 

7 




14 

“ 

- 


3 1 200E 

- 


3 

OVER8ROOK 

UR 

X 

0420-20 

Dry tributary to 

500 E 

7 




14 

* 

“ 

1 10 Ml lo Creek 

X 



4 

OVERLAND PARK 

UR 

X 


Turkey Creek 






11 

- 

- 


_ 



5 

OXFORD 

SU 

X 

A732 

Arkansas River 

9O0B 

7 




2 

“ 

- 


X 

_ 


6 

PALCO 

UR 

X 

KU 69 . 3 - 

Tributary to South Fork 

6O0E 

7 




11 

- 

171.6-99*0 

of Solomon River 

90B 

, 


7 

PAOLA 

MR 

X 

0360.2-0.6 

Buil Creek 

6 t 700E 

1 




14 

- 

- 


l.fiOOE : 

- 


a 

PARSONS 

5U 

X 

N175-32 

Labette Creek 

25,OOOEi 

7 




4 


- 


2, 5Q0E 



9 

PAWNEE ROCK 

1 

SU 

2 

X 

A074-X 

Dry watercourse 

300E 

7 


to 

PEADBOJHT 

SU 

X 

N3B3-106-L5 

Doyle Creek 

‘ 1 » 3Q0E 

7 


11 


4 

- 

- 


L90E 

- 


PHILLIPS BURG 

UR 

11 

X 

» 

i 

r 

Piatner Creek 

3 i 200B 
60QE 

7 

*KR169. 3-05. 4-I7L. 6-65.3-18.0 

12 

PITTSBURG 

SU 

X 

! N140-L42-18 

Cow Creek 

23,0005 

7 


13 


4 

- 

1 ~ 


2, 300E 



PLAINS 

SU 

X 

C375-X 

Drainage ditah 

6O0S 

7 


14 


7 

•* 

- 


100E 

_ 


PLAIHVILLE 

UR 

11 

X 

w 

Salt Creek 

3 # 050E 

610B 

1 

*KR169. 2-106.5-160, 4-4,50 

13 

PLEASANTON 

UR 

X 

0305-15 

Cady *3 Creek 

l.OOOE 

4 




14 

- 

- 


5O0B 

- 


16 

POTWIN 

SU 

X 

A703.6-76.3 

Brush Creek 

600E 

7 




2 

“ 

-28.4-1.4 


lQOE 

_ 


17 

PRAIRIE VILLAGE 

HR 

X 

r 

Turkey Crook 






11 

“ 

r 


- 


t* 

PRATT 

SU 

X 

X 

Ninnoacah River 

8, tOOE 

7 




2 

- 

r 


1 ,800E 



19 

PRESTON 

SU 

X 

X 

Dry tributary to North 

250E 

7 




2 

- 

- 

Fork of Mlnnosoah River 

SOB 



20 

PRBTT7 PRAIRIE 

SU 

X 

A737-BI-2Q 

Tributary to South 

500 E 

7 




2 

- 

- 

Ninneaoah River 

i 50E 

- 


21 

PROTECTION 

SU 

X 

X 

West Cavalry Creek 

770B 

4 




7 

- 

L 


1 60S 

- 


22 

QUENEUO 

UR 

X 

0427.7 

Marais dcs Cygnea River 

400 El 

7 




14 

- 

- 

X 



23 

QUINDARO 

UR 

X 

- 

Kansas River 


_ 



TIP, S.D. 0 1 

11 

- 

- 


- 

_ 


24 

QUINTER 

UR 

X 

KR169.2- 

Big Creek 

750E 

7 




11 

- 

292.1-109 

120B 

« 


25 

QUIVARA 

MR 

X 

K14 

Kansas River 

600B 

0 




11 

- 

" 


6Q0E 

~ 


26 

RANSOM 

SU 

X 

A373.5 

Dry Tributary to 

350E 

7 




2 

- 

78-25 

Walnut Creek 

X 

- 


27 

ROBINSON 

UR 

X 

U4 96 *0-23 . 

Wolf Creek 

300B 

5 




12 

- 

- 


200E 



26 

ROELAND PARK 

UR 

X 

- 

Turkey Creek 

_ 

_ 




n 

- 

- 


- 

• 


29 

ROLLA 

SU 

X 

C485-X 

Dry tributary to 

300E 

7 




7 

- 

- 

Cimarron River 

X 



30 

ROSE HILL 

SU 

X 

A703.6- 

Eight Uila Creek 

360S 

7 

: ■ ■ • 



2 


32-16 


40E 

- 



63 













INVENTORY OF MUNICIPAL WASTE FACILITIES 


COMMUNITY SEWER 
OR 

SANITARY DISTRICT 
INSTITUTION’ 



1962 PA(!E 1( 


TREATMENT FACILITIES 

TREATMENT 


R03SVILLE 

Shawnee 

797 

775 

ROZEL 

Pawnee 

207 

230 

RUSSELL 

Russell 

6,113 

6,100 

SABETHA 

North Plant 

Nemaha 

2,318 

1,300 

SASETHA 

South Plant 

Nemaha 

1,000 

SAINT FRANCrs 

Cheyenne 

I,5y4 

1,500 

SACMT JOHN 

Stafford 

1*753 

1,600 

SAINT MARYS 

Pottawatomie 

1,509 

MOO 

SAINT PAUL 

Neosho 

675 

675 

SALIMA 

Saline 

13,202 

44,000 

BA7AMTA 

Haskell 

606 

600 


SCANDFA 

SCOTT cur 

SEDAN 

SEDGWICK 

SENECA 

SHARCN 

SHAHCN SPRIWQS 

SHAWNEE TIP. 

S.D. f 5 

SHAWNEE TIP. 

8,0* # 6 

shatnee tip. 

S.D. P 8 
SMITH CENTER 

SOUTH HAVEN 

SOUTH HUTCHINSON 

SOLOXGN 


Republic 

Scott 

Chautauqua 

Harvey 

Nemaha 

Barber 

Wallace 

Wyandotte 

Wyandotte 

Wyandotte 

Saith 

Suamer 

Reno 

Oioktnaon 

Stafford 

Rica 

Hooke 

Chase 

Haskell 


KANSAS 


D esM I 
For 


Average 

Daily Flow 
MOD 
P.E. 

(1000‘s) 

7 


0.600 - 

230 S 0.02QE 0*030 ShLo 
0.300: - 

6,100 S 0.610E 1.000 SchCmFtrCmDoptBo 

10.000 _ 

1,300 S 0. 100 0.300 ShClFtrCpBo 

3.000 „ 

1,000 S 0.140 0.210 ShflpCoFtrCraFtrCmOolirDo 

~ 6,000 

1,500 S 0.150E 0.120 Sh01LoBo 

MOO _ 

1»600 S 0.160 0.000 CQBa 
1.500 _ 

MOO S 0.090E 0.100 ShClHo 

1.250 „ 

675 S 0,040 0 . 1 10 ShClFtrCpBo 

1.000 - 

44,000 SC 8.000 ^.000 OhOFthODchmprtBo 

600 S 0.040 0.090 ShClFtrCmBo 
0.800 _ 

600 8 0.040E 0.060 g hclBo 
“ 0,600 _ 

2.600 S 0.240E 0.300 „ f , „ 

3 000 ShCiFtrCpLofcBo 

1.600 S 0.200 El 0.180 ShCraFtrCpDcptLoBo 
1,050 S 0 . 100 E 0.150 ShCnFtrCfflSaptBo 

2.000 S 0.150E 0. 100 c 

1*840 . 

230 S .x 0.020 ShC1Fs)Bo 

* * 0.200 , 

1.000 S 0.100E 0.300 BhCmrCpBoLo 

2,100 S 0.140E 0.210 ShClFtrCpBo 
*" ~~ 2 . 100 _ 

5,250 S 0.400 El 0.530 EhC1FtrCoBo 
” “ 5.250 „ 

_ 6S0 f 0.060 El 0.350 CnDortBo 

, - ' ' 3,500 (plant under ocnatruotion) 

2,300 3 0.230E 0.080 BhC lrtrC»Bo 

2.000 „ 

400 S 0.040E 0.040 ShClFtrCpBo 
* 0,500 

1.600 S 0.160E 0.150 8MWtrtoD.ptBo 
~ 1*500 

. 900 3 8 . OBOE 0.120 ShClBo 
“* 1*250 _ 

1.850 S 0.180 0.200 ShClFtrCpBo 
1*800 » 

2.000 . 0.1,OE 0.400 ShClFtrCpLoBo 
1,900 s 0.190B 0.280 ShClFtrCpBo 

_ 600 8 0 . 060 E 0.140 ShClFtrCpLoBo 

1.000 S o.oeo 0.070 ShCiFtrCpIpBo 


64 
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STATE 

KANSAS 

YEAR 

1962 

page 10 of 15 

U MK 
NO. 

COMMUNITY. SEWER 
OR 

SANITARY DISTRICT 
INSTITUTION 

DRAIN- 

ACE 

BASIN 


DISCHARGE 

TO 

P.E. <BOD) 

-5 

8 




■* — — 

Maj 

Min 

Sub 

COURSE 

MILEAGE 

UN- 

TREATED 

WASTE 

j l 

3s; 

*5jS 

o-< 

REMARKS 



9 

10 

10a 

11 

12 

■m 


15 

1 

ROSSVfLLB 

ME 

X 

K100. 0-3,0 

Cross Creek 

775E 





11 


" 


195E 



2 

no 2 EL 

SU 

2 

X 

A898-24 

Pawnee Creek 

230E 

9 


3 

RUSSELL 

MR 

X 

KR169.1- 

Fossil Creek 

X 

6, 100S 





11 

- 

282,1-4.5 


920E 

I 


A 

SABETHA 

MR 

X 

U51U 2-26,2 

Pony Creek 

1,300E 

i 



Iforth Plant 

12 

- 

-18.0 


320S 



5 

SABETHA 

MR 

X 

K63.2-72 

Dry branch to 

10, 000 E 

$ 



South Plant 

11 

- 

20.0 

Webster Creek 

2^5008 



6 

SAIHT FRANCIS 

MR 

X 

KU69.2 

South Fork of 

1,500E 

7 




11 

- 

393.6-2B.O 

Rnnublican River 

x 



7 

SAINT J OMfl 

SM 

X 

A942-32 

Rattlesnake Creek 

l,600E 

4 




2 

~ 

“ 


1.400E 



8 

SAINT WARYS 

MR 

X 

K107.7 

Kansas River 

1.400E 

4 




11 

“ 

** 


930E 



9 

SAINT PAUL 

SM 

X 

N232 

Neosho River 

675B 

7 




4 

*■ 

- 


170E 

- 


IO 

SALINA 

MR 

X 

KR169.8- 

Smoky Hi Li River 

69, 000 E 

1 




11 

- 

123.5 


19.000E 



1 1 

5ATANTA 

SM 

X 

C430-4 

Dry Run 

600E 

7 




7 


“ 


90S 

* 


12 

SCAMDIA 

MR 

X 

KH69.2- 

Republican River 

6D0E 

7 




n 

- 

125.2 


390E 



13 

SCOTT CITY 

SM 

2 

X 

- 

Lagoon | 

2,600E 

i 


14 

SEDAN 

SM 

X 

* 

Middle Caney River 

X 

1.600E 

7 




3 

- 



160E 

- 


15 

SEDGWICK 

SM 

X 

A774, 5-25.4 

Little Arkansas River 

i,050E 

7 




2 

- 

j- 


210E 

L 


16 

1 SENECA 

HR 

X 

M5L1 .2-40, 5 

South Fork of 

2,QOOE 

4 




IS 

“ 

-53.1 

Big Nemaha River 

1,9005 



17 

SHARCN 

SM 

X 

X 

Elm Creek 

230B 

7 




2 

- 

- 


60E 

- 


IB 

SHARCN SPRINGS 

UR 

X 

Kl.169.2- 

Eagle Tali Creek 

1,0Q0E 

7 




U 

r 

501.0-4.0 


100B 



19 

SHAWNEE TWP, 

MR 

X 

K3-x 

Turkey Creek 

2, 100S 

7 



3,D. f 5 

11 

- 

- 


420G 



20 

SHAWNEE TWP, 

MR 

X 

K3.2-4 

Dry tributary to 

5, 250B 

5 



S ■ D, i) 

11 

- 

7 

Turkey Creek 

i.oooa 



21 

SHAWNEE TWF. 

MR 

X 

X 

Kansas River 

650C 

0 



S* D, # S 

11 

- 

- 


650G 



22 

SMITH CENTER 

MR 

X 

# 

Heaver Creek 

2.300E 

4 

*KB1 69. 2-85.4-171. 6-45 

.1 



11 

- 

“ 


460G 

- 


23 

SOUTH HAVEN 

SM 

X 

A638-2Q 

West Shoe Fly Creek 

400E 

7 




2 

- 

-45(E) -x 


60G 

- 


24 

SOUTH HUTCHINSON 

SM 

X 

A819 

Arkansas River 

1,600E 

7 




2 

- 

- 


320G 

- 


25 

SOLOMON 

MR 

X 

KR169.2- 

Solomon River 

900C 

7 




11 

- 

85.3 


540E 

- 


26 

STAFFORD 

SM 

X 

X 

Dry Creek 

1,850E 

7 




2 

- 

- 


300B 

- 


27 

STERLING 

SM 

X 

A8l3.3-19a 

Lagoon-tributary to 

2.000E 

7 




2 

- 

-12.0-0,8 

Bull Creek 

300E 

- 


2& 

STOCKTON 

MR 

X 

M 

South Fork of 

l t 700E 

7 

»KR169.S-85. 4-171. 6-7b.O 



11 

- 

- 

Solomon River 

420E 

- 


29 

STRONG CITY 

SM 

X 

N3B3-35-5 

Fox Creek 

600G 

7 




4 

- 

- 


90E 

- 


30 

SUBLETTE 

SM 

X 

- 

Sepage Pcrnd 

’l.OOOC 

1 




7 


- 


c 
























INVENTORY OF MUNICIPAL WASTE FACILITIES 


COMMUNITY) SEWER. 
OR 

SANITARY DISTRICT' 
INSTITUTION 


SUMFLOIEB VILLAGE 
8USANK 

SYLVAN GROVE 

SILVIA 

SYRACUSE 

TAMPA 

TONGANOXIE 

* TOPEKA 

TOPEKA 
North Plant 

TOPEKA TIP* 

S.D, | 2 

mom 

toianda 

TRIBUNE 
TROT 
TURCB 
UDALL 
ULYSSES 
VALLEY COTTER 
VALLEY falls 
vrou 


COUNTY 

1960 

Population 

Estimated 

Population 

Served 

2 

3 

4 


S filmed 

Shawnee 

Soodaon 

Batter 

Oreeiey 

Doniphan 

Reno 

Cotley 

Grant 

Sedgwick 

Jefferson 

Snanar 

Trejo 

Clay 

Harvey 

Pottaiatonie 

f ashlnjton 

Marshall 

Doniphan 

Snanar 

Franklin 

Johnson 



1962: j PAGE 11 


TREATMENT FACILITIES 

treatment 


Johnson 

1,100 

1 1,100 S 

\ O.iiGE 

Barton 

87 

115 g 

\ o.oios 

Li no 0 In 

400 

400 g 

\ 0.040E 

Reno 

402 

400 3 

D.Q40E 

Hamilton 

1,883 

1,400 a 

■ 0.120E 

Marion 

145 

215 3 

0,020 

Leavenworth 

1,354 

1,350 S 

0.120E 

Eharnea 

117,404 

119,400 S 

C 8.000 


3*500 - 

115 S O.OIOE 0.020 10 
0.175 

400 3 0.040E 0.050 shCiftj 
0.450 - 

400 3 D.Q40E 0.050 ShCaFti 
0.780 „ 

1,400 S 0.120E 0.250 SoCmFb 
2.500 . 

215 3 0.020 0.030 i 0 

0.275 _ 

1,350 S 0. 120E 0,250 shCmFti 
2,600 „ 

19,400 SC 8.000 2,000 SgGmA C 

20.000 

8,000 3C x 0.700 shCiOo 

10.000 _ 


- 

750 3 

0,080 0.120 

" 

- 

1.150 

524 

500 £ 

0.030 0.010 

• 

- 

1.000 

1,031 

1,025 ic 

MOOE 0,130 


- 

1.250 

1,036 

700 S 

0.07QE 0,070 


- 

0.600 

1,051 

i,GOO S 

0.070E 0.070 


“ 

0.700 

559 

550 3 

0,0608 0. 100 


- 

1.000 

600 

600 S 

0.0608 0,050 

“ 

- 

0.600 

3,157 

3,100 S 

0.300E 0.400 


■ 

4.000 

2,570 

2,500 1 

5.250E 0.450 



4.500 

1.193 

1,150 S 

0.150E 0,230 


' - 

2.900 

203 

200 3 

D.020E 0,050 


■■ 

0,300 

2,808 

2,800 S 

0.280 0.100 

603 

550 S 

0.050E 0.080 

225 

*■ - 

0.800 

200 3 

0.020E 0.060 



0.500 

2,363 

2,360 S 

0.150 0.320 

1,506 

*■ - 

3.200 

1,500 S 

0.150E 0,200 

700 

' 

3.500 

700 3 

0.050E 0,090 


" - 

0,910 

837 

830 S 

0.060E 0.050 

8,809 

“ 

1.000 

8,800 S 

0.880E 0,880 

984 

~ » 

n.ooo 

1,000 a 

0.080E 0,150 

2,040 

■* • » ■ 

1.500 

(2,040) * 

* - 


Twp. a.D. # u 


66 







INVENTORY OF MUNICIPAL WASTE FACILITIES 


5TATR 

KANSAS 


VI* A It 


1 $62 


PA(i| 


n of lg 


LINE 

NO 

COMMUNITY, SEWER 
OR 

SANITARY DISTRICT 
INSTITUTION 

DRAIN- 

AGH 

BASIN 

WATER- 

COURSE 

MILEAGE 

DISCHARGE 

TO 

P.E. (BOD) 

1 


Ma>- 

Min 

Sub 



9 

m 

m 

11 

12 

mmimm 

mi 

L 

SUmoiER VILLAGE 

MR 

X 

K29* 5-2.0 

Dry tributary to 

1 , IOOE 

7 



11 

- 

- 

Kill Creek 

220S 

_ 

2 

SUSA NIC 

UR 

X 

AB70-35 

deception Creek 

115E 

7 



11 

- 

- 


X 


3 

SYLVAN GROVE 

UR 

X 

« 

Saline River 

400 E 

7 



11 

- 

- 


80E 


4 

SYLVIA 

SU 

X 

A737-63 

Dry Creek to North Fork 

400E 

7 



2 

- 

- 

of Ninnescah River 

80E 

- 

5 

SYRACUSE 

su 

X 

AI081 

Arkansas River 

1,400E 

7 



2 

“ 

- 


IfeOE 


6 

TAUPA 

SU 

X 

N383-122 

Uud Creek 

315E 

7 



4 

- 

-20 


X 


7 

TONOANOXIE 

UR 

X 

K33. 6-16.0 

Tonganoxia Creek 

l»350E 

7 



U 

- 

-3*1 


145E 


S 

A TOPEKA 

UR 

X 

ft 82. 3 

Kanaaa River 

160 t 000E 

7 



11 

" 



16,OQOE 

- 

9 

TOPEKA 

UR 

X 

K82.3 

Kansas River 

8,OOOE 

5 


North Plant 

11 

- 

- 


6|OOOE 


10 

TOPEKA TWP, 

MR 

X 

X70~x 

Shunganunga Creok 

750S 

7 ; 


& * D* | 2 

U 

- 

- 


X 


II 

TORONTO 

SU 

X 

V275 

Verdigris River 

500E 

7 



3 

- 

~ 


75E 

- 

12 

TOIANDA 

SU 

X 

A703.6- 

Whitexater River 

1*02512 

7 



2 

- 

76.3-13.3 


120£2 


13 

TJUBUHE 

SU 

X 

X 

White Woman Creek 

700E 

4 



2 

- 

- 


300G 


U 

TROY 

UR 

X 

U453. 0-9*0 

Peters Creek 

1,OOOE 

4 



m 

- 

- 


400E 

- 

15 

TURCN 

« 

X 

X 

.Dry tributary to 

55GE 

7 



a 

- 

- 

Silver Creek 

63E 

- 

16 

udall 

SU 

X 

A703.6- 

Dry tributary to 

600E 

5 



2 

- 

41.9-4.2 

Seward Creek 

IOOE 


17 

ULYSSES 

SU 

X 

C438-30 

West Fork of 

3, IOOE 

7 



7 

- 

- 

Cimarron River 

300E 


18 

VALLEY CENTER 

SU 

X 

A774.5-15.6 

Little Arkansas River 

2 ,5G0B 

7 



2 

- 

- 


' 250E 

- 

19 

VALLEY FALLS 

UR 

X 

K63. 3-29*7 

Delaware River 

2»000£ 

7 



11 

- 

- 


X 


20 

VIOLA 

SJ4 

X 

- 

Pond 

200E 

7 



2 

- 

- 


X 

- 

21 

V A KEENEY 

UR 

X 

KR169.2- 

Big Creek 

2fSOO(£ 

1 



U 

- 

292.1-BO. 0 


840E 

- 

22 

WAKEFIELD 

UR 

X 

KU69.2- 

Republican River 

550E 

7 



11 

- 

25.7 


390E 

- 

23 

WALTON 

SU 

X 

A774. 5-25*9 

Dry tributary of 

200E 

7 



2 

- 

-22 

Sand Creek 

X 

- ; 

24 

VAUEQO 

UR 

X 

K123.6 

Kansas River 

3 # 360E 

7 



XI 

- 

- 


1.420E 

- 

2% 

WASHINGTON 

UR 

X 

* 

U1U Creek 

1 ( 410E 

7 



11 

** 

- 


35QE 

- 

26 

•ATERVILLB 

UR 

X 

K142.5- 

Little Slue River 

700E 

7 



n 

- 

138.9-6.2 


420E 

- 

27 

fATHENA 

UR 

X 

M453. 8-1.0 

Paters Creek 

830E 

5 



12 

- 

i - 


550E 

- 

28 

WELLINGTON 

SU 

X 

A7 17-20 

Slate Creek 

8 ,8002 

7 ! 



2 

- 

- 


1 , 300E 

- 

29 

WELLS V ILLS 

UR 

; X 

0390-6- tl 

Walnut Creek 

1,OOOE 

7 : 



14 

! - 

- 


IOOE 

- 

30 

WESTWOOD 

UR 

X 

- 

Turkey Creek 

_ 




11 

“ 



- 

* 


REMARKS 


15 


*KR169*2-106. 5-116.2 


*KM2. 5-138*9-30.9-22.3 


67 















INVENTORY OF MUNICIPAL WASTE FACILITIES 


STATE 1 

YEAR 


KANSAS 

1962 

PAGE I* 1 


COMMUNITY, SEVPER 
OR 

SANITARY DISTRICT 
INSTITUTION 


COUNTY 


Estimated 

Population Po P ula,ifln 

r Sieved 


P 

o 

< ^ 

g 5 o 

> < o 
<02 


Dts’d 

For 


Average 

[DailyFIowJ 

MGD 


TREATMENT FACILITIES 


TREATMENT 


Pi. 

(1000*8) 


PITTSflURO 

Mt. Carael Hospital 
ST, HARTS 
St. Karya Collage 
TOPEKA 

607 s Indust. School 
TOPEKA 

Rochester School 
TOPEKA 

St. Vocational Sch. 
TOPEKA 

State Hospital 
TOPEKA 

lash burn Rural Sch. 
WICHITA 

Sedgwick Boys Howe 
WICHITA 

Municipal Airport 
WINCHESTER 
Jefferson Co. Ho*p 
WINFIELD 

6 tat* Training Sch 


Crawford 

Pottawatowle 

Shawnee 

Shawnee 

jSharnee 

'Shawnee 

Kansas 

Sedgtlak 

Sedgwick 

Jefferson 

Cowley 


350 

220 

283 

500 

200 


350 

220 

350 

500 

200 


2tl00 | (2, lOO) 

350 | 350 


80 | 

125 

2, 100 


80 

x 

125 

2, 100 


x 

M40B 
• 040B 
X 

X 

.030E 

x 

X 

X 

. HOE 


0.060 
0.400 
x 

X 

0.030 

0,300 

0.050 

0.500 

0.045 

0.300 


0.030 

0.300 

0,010 

0.120 

0.030 

0.500 

0,010 

0.100 

0,190 

2.500 


ShCiFtrCpBo 

Cb 

SchClFtrCpBo 

CuFfl 

ClFtrCpFsBo 
See Topeka 
CaFth 
Lo 

ShCiFtrCpBo 

Clio 

ShCmFtrCoDoptBo 










INVENTORY OF MUNICIPAL WASTE FACILITIES 




STATE 

KANSAS 

YEAR 

1962 

PAGE 12 of I? 

fSE 

COMMUNITY. SEWER 
OR 

SANITARY DISTRICT 
INSTITUTION 

DRAIN- 

AGE 

LUSIN 

WATER- 

COURSE 

MILEAGE 

DISCHARGE 

TO 

P.E. (HOD) 

( 

REMARKS 

mmm 

HSjSSuI 

Maj 

Min. 


ME3E9N 

EfEEHia 

Hucuiufl 


9 

CJ 

EE] 

II 

12 



IS 


PITTSBURG 

s« 

X 

.. 

Abandoned mine 

350G 

m 



Mt. Carmel Hospital 

4 

- 

- 


70E 



2 

ST. HARTS 

UR 

X 

K107.7 

Kansas River 

220E 

5 



St. Marys College 

li 

- 

- 


200E 



3 

TOPEKA 

UR 

X 

K80. 2-3.5 

Soldier Creek 

350C 

7 



Boys Indus t. School 

li 

- 

- 


50E 



4 

TOPEKA 

UR 

X 

K75-x 

Tributary to 

5Q0B 

7 



Rochester School 

u 

- 

- 

Soldier Creak 

150B 



5 

TOPEKA 

UR 

X 

K74.5 

Dear Creek 

200E3 

j 



St* Vocational Sch, 

li 

- 

- 


50E 



6 

TOPEKA 

UR 

X 

_ 

Kansas River 





State- Hospital 

11 

- 

- 


_ 



7 

TOPEKA 

UR 

X 

- 

Dry Ravine 

350B 

l 



Washburn Rural Sch. 

LI 

- 

- 


502 



a 

WICHITA 

SU 

X 

X 

Cloarwater Creek 

80E 

7 



Sedgtrlok Boys Horae 

2 

- 

- 


X 




HCIIITA 

su 

X 

X 

3ig S lough 

x 

L 



Municipal Airport 

2 

- 

- 


t 




WINCHESTER 

MR 

X 

- 

Dry Ravine 

1252 

L 


■ 

Jefferson Co. Hoap. 

11 

- 

- 


X 




WINFIELD 

SU 

X 

A703.6-27.5 

Timber Creek 

2, lOOE 

7 



State Training Soh. 

2 

- 

-2. 5-0.4 


2L0E 












13 









1 4 









13 









16 









17 









18 









19 









20 









21 









22 








| 

23 









24 









25 









26 









27 









28 









2<) 









30 










69 
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STATE 

YEAR 


KANSAS 

1962 
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£ 

Dos’d 

TREATMENT FACILITIES 

COMMUNITY SEWER 




s 

For 



I960 

Population 

Estimated 

H 

B, 2 

Average 


OR 

SANITARY DISTRICT 
INSTITUTION 

COUNTY 

Population 

Served 

>* 

\A 

at 

UJW 

0 *** 

griD 
> < O 

Daily Flow 
MGD 

TREATMENT 



P.E. 






fcs 

< 0 2 

(lOOO’s) 



mmmsmmmi 

i 

i 


6 

7 


WESTWOOD HILLS 

Johnson 

495 

(495} 


X 

_ 

None 



- 

- 


- 

- 

(thru Kansas City Missouri sowers) 

WETM0RE 

Wenaha 

390 

360 


0.04QE 

0.070 

ShClFtrCpBo 



- 

- 


- 

0,600 

* WICHITA 

Sedgwick 

254,698 

294,000 


20.360 

45.000 

SraflhApCmDcfhrstBoFtrCfflLflZiL 



- 

- 


- 

500.00 

.. 

WICHITA-Bel Atra 

Sedgwick 

_ 

1,000 


0.100 

0.090 

Lo 

Imp* D, 


- 

' 


- 

0.950 


WlCHITA-OlenvillS 

Sedgwick 

- 

2,000 


X 

0.250 

ShCmFtrCnDchrBo 

Imp. D, 


lr 

- 


- 

2.500 


WICHITA 

Hemphill Addition 

Sedgw lek 

: 

(300) 

1 

X 

- 

Seo Wichita Sunflower Imp. D. 

TICHITA-Jayhart 

Sedgwick 

_ 

1,500 

n 

0. HOE 

0.140 

ShClQo 

Imp, D« 


- 

- 

s 

- 

1.400 


WICHITA 

Sedgwick 

. 

2,800 


0.2808 

1.000 

ShClBo 

Oaklawn 


- 

- 

- 

- 

5.350 


HICHITA 

Pari City 

Sedgwick 


5,000 


0.500E 

0,500 

5.000 

ShCwFtrCpLoDohrtBo 

* WICHITA-3unf lower 
Imp, 0 

Sedgwick 

: 

850 


X 

0,200 

2,000 

ShClFtrCpBo 

WICRm-flestllnk 

Sodgwlok 

- 

8,000 


X 

1.400 

CmFtrCaiDortLoBo 

rmp, D. 


- 

- 


- 

13,000 


WILSBY 

Morris 

224 

240 


X 

0.030 

Lo 



- 

- 


- 

0.300 


WHITE CITY 

Morris 

•159 

300 


0,0308 

0.080 

ShClFtrCpLoBo 



“ 

- 


- 

0.800 

_ 

SHITE, ATER 

Butler 


500 


0.050B 

0.060 

ShClFtrCpBo 



* 

- 


- 

0.750 

_ 

WILLOW BROOK 

Reno 

62 

60 


0.010 

- 

None 

WILSON 

Ellawor th 

905 

850 


0,100 

0*110 

ShClFtrCpBo 




- 


- 

1*000 

_ 

IINOOU 

McPherson 

168 

175 


O.OIOE 

0,020 

Lo 



f 

- 


- 

0.275 


WINFIELD 

Cowley 

Ilf 117 

u,ooo 


0.970E 

0,900 

SraCtnAciCtaDJfrtBo 



~ 

- 


- 

7,000 


WIKONA 

Logan 

393 

300 j 


Q.030E 

0,040 

Lo 



- 

1 


- 

0.430 


WOODBINE ' , 

Dickinson 

173 

85 


0.01QE 

0,020 

ShClLoBo 

VAtE^CESlER 


- 

- 


- 

0,300 


Woodson 

2,080 

1,900 


0.170E 

0.200 

ShCoFtrCpDcpBo 




- 

* 

- 

2* 500 

_ 

AUGUSTA CAMP 

Butler 

250 

70 

s 

x 

x 

Lo 

Ta-Wa-Ko-Nt 


- 




0,070 

CHANUTB 

T. B, Hospital 

Neosho 

100 

100 

s 

X 

0,010 

0.150 

ShClFeBo 

CUSTER HILL CAMP 

Riley 

X 

X 

s 

X 

X 

SoCoFtrCpEoD f hrtBo 

JUNCTION COT 

4-H Camp 

Geary 

X 

X 

s 

X 

0.020 

0.500 

CiFeEohBo 

LANSTNO 

State Penitentiary 

Leave nwoth 

1,675 

2,000 

3 

0.350 

0.800 

2.400 

SchCiFtrCpBo 

LARKED 

State Hospital 

Pawnee 

3,000 

3,000 

S 

0.25QB 

0.300 

3,400 

ShCiFtrCmLo 

LAWRENCE 

Haskell Institute 

DougUa 

500 

500 

s 

X 

0.150 

1,200 

BhClAmCpBo 

NORTON 

State Sanitarium 

Norton 

1,200 

1,200 

3 

O.IOOE 

0,150 

1.000 

ShCtFtrCpFsBo 

osawatomig 

Hate Hospital 

Miami 

1,775 

2,2 25 

S 

0.180E 

j 

0.250 

2,300 

ShClFtrCpBo 
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INVENTORY OF MUNICIPAL WASTE FACILITIES 


STATE 

YEAR 


KANSAS 

1962 

p.A<vn 0 f i5 


COMMUNITY, SEWER 
OR 

SANITARY DISTRICT 
INSTITUTION 


WESTWOOD HILLS 
WETHORE 

* WICHITA 

WICHITA-BeL Aire 
Imp, D, 

IICHITA-OlenviUe 
Imp. D. 

HCIt ETA 

Hemphill Additon 

WICHITA- Jay hawk; 

Imp. 0, 

ircniTA 

Oaklavn 

WICEIITA 

Park City 

* WrC Ell TA- Sun flower 
Imp, D. 

WrcHITA-WesfcUnk 
Imp* D , 

WILSET 

WHITE q m 

WHITEWATER 

WILLOWDROOK 

WILSON 

WINDOW 

WINFIELD 

WINONA 

WOODBINE ■ 

mfcS CENTER 

AIKIUSTA CAMP 
Ta-Wa-Ko-Ni 
CHANUTE 
T, B, Hospital 

CUSTER HILL CAMP 

JUNCTION cm 
4-H Camp 
LANSING 

State Penitentiary 
LARNE D 

State Hospital 
LAWRENCE 

Haskell Institute 
NORTON 

State Sanitarium 
OSAVATOWIE 
State Hospital 


WATER. 

COURSE 

MILEAGE 


DISCHARGE 

TO 


Missouri River 


K63.3-42 Spring Creek 

-12-14 

A763 Arkansas River 


A770-X East Fork of 

- Chisholm Creek 

A764.0-3.8 Big Slough 

** Big drainage ditch 

A760(E) Arkansas River 

A766.0 Arkansas River 

A76B.0-12.5 Chisholm Creek 

A762, 0-3*5 Dig drainage ditch 

* Cowskin Creek 

* Tributary to 

- Neosho River 

N47Q-10 Dry Creek 

A703, 6-76.3 West Branah of 

-16.2-22*9 Whitewater River 

A818.5-10 Cow Creek 

KR169.2- Wilson Creek 

252.0-2*5 

A774.5-85 Little Arkansas River 
A 703. 6-24.1 Walnut River 
x Hack berry Creek 

x Lyons Creek 

N279-24 Dry Tributary to 

- South Owl Creek 

- Sante Fe Lake 

N270 Neosho River 

K164-3 Three Mile Creek 
x Stoney Creek 

M399.5-1.0 Nine Mile Creek 

AB98-6 Irrigation Canals and 

- Pawnee Creek 

K40.7-IO Wakaruaa River 


Irrigation Canals and 
Pawnee Creek 


PE. (BOO) 

TT 

£ 

X 

UN- 

TREATED 

WASTE 

- c 
£ u 
2 P 

DIS. 

CHARGED 

WASTE 

3 Ji 
“ 

\S 

m 


KL169*2- Prairie Dog Creek 

139*8-60.7 

0369.5 Marais des Cygnes River 


360E 7 
40E - 

350,OOOE 7 
70,OOOE - 

1,OOOE 7 
x 

2 t 000E 5 
500E - 


l ( 500E 7 
900B - 

2,800E 7 
1 # 700E - 
6, 500E l 
50QB - 


8,000G 7 
1.200E - 


300E 7 
60 E - 
400E 7 
80S - 

60E 0 
60E - 

2 t 050B l 
5L0E - 
173E 7 

U,000E 4 
4,OOOE - 

300B 7 
85S 7 
2.400B 7 
70B 7 


2, 700B [7 
700E 
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INVENTORY Of MUNICIPAL WASTE FACILITIES 


STATE 

YEAR 

KANSAS 

1962 



IESTW00D MILLS 

WETUORE 

* WICHITA 

SICHITA-Bel Aira 
Imp. D, 

wicHiTA-tUeiivLiis 

lop. 0, 

WICHITA 

Hemphill Addition 

YICHITA-Jayhawk 
Imp. D. 

WICHITA 
Cafclawn 
WICHITA 
Park City 

* WICHITA-Sunf lower 
lop. D 

lICHCTA-losUlak 

Imp. D, 

WXLSEI 

WHITE CITY 

WHITESrATER 

WILLOISROOK 

WILSON 

WINDOW 

WINFIELD 

WINONA 

WOOD DINE 

A WYANDOTTE TWP 

S. B. f 7 

YATES CENTER 

AUGUSTA CAMP 

Ta-Wa-Ko-Hi 

CHANUTE 

T. B, Hospital 
CUSTER HILL CAHP 

JUNCTION CITY 
4-H Camp 

LANSING 

State Penitentiary 
LAFNED 

State Hospital 
LAWRENCE 

Haskell Institute 
NORTON 

State Sanitarium 


Johnson 

Nemaha 

Sedgwick 

Sedgwick 

Sedgwick 

Sedgwick 

Sedgwick 

Sedgwick 

Sedgwick 

Sedgwick 

Sedgwick 

Morris 

Morris 

Butler 

Reno 

Ellsworth 

McPherson 

Cowley 

Logan 

Dickinson 

Wyandotte 

Woodson 

Butler 

Neosho 

Riley 

Geary 

Leavenwoth 

Pawnee 

Douglaa 

Norton 


495 (495) xx - None 

- - - - (thru Kansas City Missouri soivoro) 

390 360 S 0.040E 0,070 ShCiFtrCpBo 

0.600 - 

254,698 294,000 S 28,360 45.000 SmGhApCmDo YhrstBoPtrCmLsZi 1 

500.00 - 

1.000 S 0.100 0.090 Lo 

0.950 ~ 

2.000 S x 0,250 ShCmFtrCraDohrBo 

- - 2,500 - 

’ (300} S x ~ See Wichita Sunflower Imp. D, 

1,500 S O.L40E 0, HO ShCiBo 
1.400 ~ 

2,800 S 0.280B 1,000 ShCiBo 

5.350 - 

5.000 a 0.500E 0.500 ShCfllFtrCpLoDohrtBo 

5.000 - 

850 S x 0.200 ShCiFtrCpBo 

2.000 _ 


Q»000 S x 1.400 CmFtrCmDcrtLoBo 

13.000 - 

840 x x 0,030 Lo 
0.300 „ 

300 S 0.030E 0,080 ShClFtrCpLoBo 

0,800 * 

500 S 0.050E 0,060 ShCiFtrCpBo 

0.750 - 

60 S 0.010 - Hone 

850 S 0.180 0,110 ShCiFtrCpBo 

1.000 - 
175 S 0.010E 0,020 Lo 

0,275 - 

11.000 S 0.970E 0.900 SmCmAmCraDfrtBo 

7.000 - 
300 S 0,0305 0.040 Lo 

0.430 “ 

85 S 0.010E 0.020 ShCiLoBo 
0,300 - 

1,200 S 0,092 - Hone 

l t 900 S 0.170B 0.200 ShCaFtrCpDopBo 
2.500 - 

w s X X Lo 

0.070 - 

100 S x 0,010 ShClFsBo 
0.150 - 

* s x * SoCraFtrCpEcDfhrtBo 

x - 

1 S x 0,020 CiFa EchBo 
0.500 - 

2.000 S 0.350 0,800 SohCiFtrCpBo 

“ 2.400 - 

3.000 S 0.250E 0.300 ShClFtrCmLo 

3.400 - 

500 S x 0.150 ShClAnCpBo 

1.200 - 

1»200 S O.IOOE 0.150 ShCiFtrCpFaBo 

1.000 - 
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INVENTORY OF MUNICIPAL WASTE FACILITIES 



DRAIN* 

COMMUNITY, SEWER BASIN 
OR 

SANITARY DISTRICT M 
iNsnrunoN M in' Sub - 


WATER* 

COURSE 

MILEAGE 




DISCHARGE 

TO 


Missouri River 


x K63*3-42 Spring Creek 
- -12-14 


x A763 
x A770-X 


Arkansas River 


x A770-X [East Fork of 
- - Chisholm Creek 

x A764*0-3*B Big Slough 

* - Big drainage ditch 

x A760(E) Arkansas River 

x A766*0 Arkansas River 

x A763.0-12. 3 Chisholm Creek 

x A762. 0-3*5 Big drainage ditch 

x x Cowskin Creek 


- x 

X N47Q-10 I Dry Creek 


Tributary to 
Neosho River 


x A703, 6-76.3 West Branch of 
- -16.2-22*9 Whitewater River 

x A818.5-10 Cow Creek 


UR x KR169.2- Wilson Creek 
U - 252.0-2*5 

SU x A774.5-85 Little Arkansas River 
x A703. 6-24. I Walnut River 


x x Haokborry Creek 

x x Lyons Creek 

- x Kansas River 

x H279-24 Dry Tributary to 

- - South Owl Creek 


X - 
x N270 
x K164-3 

X X 


Sante Fe Lake 
Neosho River 
Three Mile Creek 
Stoney Creek 


x U399.5-1.0 Nine Mile Creek 
12 - - 

SM x A098-6 Irrigation Canals and 

- - Pawnee Creek 

x K40.7-10 Wakarusa River 

x KL169.2- Prairie Dog Creek 

- !>39*8-60.7 


P.E. (BOD) 


UN- 

TREATED 

WASTE 


DIS- 

CHARGED 

WASTE 


350.000E 7 
70,0008 - 



n f oooE 

4 tOO-OB 
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INVENTORY OF MUNICIPAL WASTE FACILITIES 


COMMUNITY, SEWER 
OR 

SANITARY DISTRICT 
INSTITUTION 


OSAWATOHIE 
State Hospital 

prrrsBimo 

Mt. Carmel Hospital 
ST, HARTS 
St, Harya College 
TOPEKA 

Hoys Indust, School 
TOPEKA 

Rochester School 
TOPEKA 

St, Vooatlonal Sch 
TOPEKA 

State Hospital 
TOPEKA 

Washburn Rural Soh 
WICHITA 

Sedgwick Boys Homo 
WICHITA 

Municipal Airport 
WINCHESTER 
Jefferson Co, Heap. 
nwriELD 

State Training Soh, 


COUNTY 


Hiatal 

Crawford 

Pottawatomie 

Shawnee 

Shawnee 

Shawnee 

Shawnee 

Kansas 

Eedgvlok 

Sedgwick 

Jefferson 

Cow Ley 


I960 

Populuian 


Estimated 

Population 

Served 


1,775 
350 
220 
283 
500 
200 
2* 100 
350 
80 

12? 

2,100 


2,225 

350 

220 

350 

500 

200 

(2, 100) 
350 
80 

x 

125 

2,100 


P 


STATE ' ~ 

YEAR 


KANSAS 

— 1 I 

196 S J 

page 15 Of 15 


w 3 

O ^ 

£5 

< D 


O.180E 


0 .040E 
0,0402 
x 

X 

[0.030E 
x 

x 

X 

loaioE 


For 


Average 

|DailyFlnw| 

MGP 


P,E. 

(1000Y) 


0,250 

2.500 

0.060 

0,400 

x 

X 

0.030 

0.300 

0.050 

0.500 

0.045 

0.300 


0.030 

0.300 

0.010 

0.120 

0.030 

0,500 

0.010 

0.100 

0.190 

2.500 


TREATMENT FACILITIES 


TREATMENT 


ShCiFtrCpBo 

ShCiFtrCpBo 

Cs 

SahClFtrCpBo 

CsFa 

CiFtrCpFsBo 
See Topeka 
CsFth 
Lo 

ShCiFtrCpBo 

ClLo 

ShCmFtrCfliDoptBo 


irw 

NO 


10 

n 

ii 

n 

16 

IT 

1* 

19 

20 

H 

J!J 

31 

21 

21 

16 

JT 

n 

» 

34 


INVENTORY OF MUNICIPAL WASTE FACILITIES 


INE 

COMMUNITY, 5 EWER 
OR 

SANITARY DISTRICT 
INSTITUTION 

DRAIN' 

AGE 

BASIN 

WATER' 

COURSE 

MILEAGE 

DISCHARGE 

TO 

P.E. (BOD) 

1 

s| 

j| 

£< 

REMARKS 

UN- 

TREATED 

WASTE 

Maj, 

Min. 

Sub. 

DIS- 

CHARGED ; 
WASTE j 


9 

m 

IE9 

11 

12 

13 

14 

15 

1 

OSABAT03IIE 

MR 

X 

0369*5 

Marais deo Cygnea River 

2,225E 




State Hospital 

14 

- 

- 


450E 



2 

PITTSBURG! 

SU 

X 

L 

Abandoned mine 

350E 




tft • Carmel Hospital 

4 

- 



70S 



5 

ST. BARTS 

MR 

X 

K 107*7 

Kansas River 

220E 

5 



St* Uarya College 

11 

- 

- 


200E 



4 

TOPEKA 

MR 

X 

KGO, 2-3.5 

Soldier Creek 

3 JOE 

7 



Hoys frdust* School 

n 

- 

- 


50E 



5 

TOPEKA 

UR 

X 

K75-X 

Tributary to 

500E 

7 



Rochester School 

11 

- 

- 

Soldier Creek 

150E 

- 


6 

TOPEKA 

MR 

X 

K74.5 

Deer Creek 

200 E 

7 



St, Vocational Set* 

11 

- 

- 


50E 



7 

TOPEKA 

un 

X 

: _ 

Kansas River 





State Hospital 

u 

> 

i 



- 


& 

TOPEKA 

MR 

X 

- 

Dry Ravine 

350B 

1 



Washburn Rural Soh. 

1L 

- 

- 


50E 

- 


9 

PI CHITA 

Sil 

X 

X 

Clearwater Creek 

OOE 

7 



Sedgwick Boys Home 

2 

- 

- 


X 

- 


IQ 

IT CHITA 

SM 

X 

X 

Big 3 lough 

X 

1 



Municipal Airport 

2 

- 

- 


X 

- 


11 

WINCHESTER 

MR 

X 

- 

Dry Ravine 

125E 

i 



Jefferson Co* Hosp* 

11 

- 

- 


X 

- 


12 

f I WIT ELD 

SU 

X 

A703.6-27* 5 

Timber Creek 

2, IOOS 

7 



State Training Sch* 

z 

- 

-2. 5-0. 4 


210B 



11 









U 









15 









16 









17 









IS 









19 









20 









21 









21 


■ 







23 









24 









25 









26 









27 









IB 









29 










STATE 

YEAR 


KANSAS 

1962 
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INVENTORY OF MUNICIPAL WASTE FACILITIES 


Community or facility 
providing sever service 

ANDOVER 

MISSION TWP S.D.#1 


MISSION TOP S,D.#2 

NEWTON 

WICHITA 

WICHITA- S1TNFLCWER IMPROVEMENT 


STATE 

YEAR 


KANSAS 

1962 

PA<il: 15 * 


KANSAS 


Communities and/or 
facilities served 


Butler Co. S.D.#2 
Butler Co. S.D.#3 
Butler Co. S.D.ffL 

Fairway 
Mission Woods 
Overland Park 
Prairie Village 
Roeeland Park 
Westwood 

Glenwcod Heights 

North Newton 

Eaatborough 

DISTRICT Wiohita-Hemphill Addition 

Topeka 


WYANDOTTE TVP S.D.fj 


Quindaro TWP S.D.#1 



The data for this State have been collected 
with the helpful cooperation of the: 


Minnesota Department of Health 
Division of Environmental Sanitation 
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INVENTORY OF MUNICIPAL WASTE FACILITIES 


STATE 

YEAR 


KnmgaarA 

196a 

PAGE 1 of 16 


LINE 

NO. 


COMMUNITY, SEWER 
OR 

SANITARY DISTRICT 
INSTITUTION 


DRAIN- 

AGE 

BASIN 


Sub 


WATER' 

COURSE 

MILEAGE 


DISCHARGE 

TO 


RE (BOD) 


UN- 

TREATED 

WASTE 


DIS- 

CHARGED 

WASTE 


REMARKS 


LO 


10a 


11 


12 


14 


IS 


t 

2 

b 
i 
1 
6 

7 

8 

9 

to 

Ik 

II 

13 

H 

15 

16 
17 
IS 

19 

20 

21 

22 

23 

24 
23 
26 
27 ‘ 
26 

29 

30 


ADA 

ADAMS 

ADRIAN 

AITKIN 

ALBANY 

ALBERT LEA 

ALBERTVILLE 

ALEXANDRIA 

ALTITRA 

AUBOr 

ANHANDALE 

ANOKA 

APPLETCN 

ARDEM HILLS 

ARGTLB 

ARLINGTON 

ASHBY 

ATWATER 

AURORA 

* AUSTIN 

BABBITT 

BA0LBY 

BARNESVILLE 

BARN UK 

BARRETT 

BARRT 

BATTLE LAKE 
BAUDETTE 
BAYPORT 
BELLE PLAINS 


UN| 

1 

UN 

10 

NR 

7 

UN 

3 

UN| 

3 

UN 

10 

UN 

3 

UN 

3 
UN 

6 

UN 

4 

UN 

3 

UN 

3 

UN 

4 

UN 

i> 

UN 

1 

UN 

4 

UN 

3 

UN 

3 

WL 

23 

UN 

10 

WL 

S3 

UN] 

1 

UN| 

l 

UK 

3 

UM| 

4 

UK 

4 

uu| 

L 

UU| 

z 

Utl| 

3 

UN| 

4 


R190-30E 

• 

NR810-B5E- 

80E-30E 

UNIMOfi 


M1707-20E-X 

NIB09-75E 

-X-X 

M1864E-X-X 

N1831 

M1808-L50E- 

x-x 


RlOOE-x 
NIS08-33E-X 

N1839-100E 

SL90-X 

N1397#5~35- 

277 

BL80E-40E 

R140-30E- 

80S 

R225E-X-X . 


Ml775*3-83£] 

-50B 

N1809-L50E 

-65E 


Narah River 
Little Cedar River 
Kanaransle River 
Mississippi River 
Lagoon 

jAlbert Lea Lake 
School Lake 
Lake Winona 

Creek to Whitewater River 
jttaple River 

Creek to Clearwater Lake 

Mississippi River 

Pomme de Terre River 

|MlB9iaaippi River 

Middle River 

High Island Creek 

Little Orant Lake 

Biddle Fork of 
Crow River 

Creek to 
St Louis River 
Red Cedar River 

Embarrass River 

Clearwater River 

Willow Creek 

Mooae Horn River 


RRBOB 1 
x 

U L808-50E 


Ditch to 

Pomme de Terre River 
Little Uinneaota River 

Slaughterhouse Slough 

Rainy River 

Saint Croix River 

Minnesota River 


*UM1397.5-35E-2O3E~lO0l3 


•Domestic rate 4 


•Joint plant with Bayport State Prison 
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INVENTORY OF MUNICIPAL WASTE FACILITIES 


LINE 

MO. 

COMMUNITY, SEWER 
OR 

SANITARY DISTRICT 
INSTITUTION 

DRAIN. 

AGE 

BASIN 

WATER- 

COURSE 

MILEAGE 


P.E. (HOD) 

1 

z 

g£ 

■Be 
3 a 

cJq 

REMARKS 

DISCHARGE 

TO 

UN- 

TREATED 

WASTE 

Mij. 

Min. 

Sub 

D1S* 

CHARGED 

WASTE 


9 

10 

10a 

11 

12 

13 

1 4 

15 

1 

BELVIE* 

m 

- 

M1808-120E 

Ditch to 

X 

X 




4 

- 

-X 

Minnesota River 

X 

- 


2 

| SEUIDJI 

UM 

- 

M2100E 

Mississippi River 

X 

7 




3 

“ 

“ 


X 

- 


3 

BENSOW 

UM 

- 

M1S08-1255 

Chippewa River 

X 

1 




4 

- 

-40E 


X 

- 


A 

BERTHA 

u'u 

- 

ML965E-805 

Partridge River 

X 

1 




? 

- 

- 


X 

- 


1 

BlflD ISLAND 

UM 

- 

M1808-90E- 

Ditch to East Fork of 

X 

0 




4 

- 

20 E 

Reaver Creek 

X 

- 


6 

3IVABTK 

WL 

- 

SLBO-X 

EJiwabik Creek to 

X 

X 




33 

- 

- 

Cmbarass Lake 

X 

- 


7 

BUCK DUCK 

UM 

- 

X 

Biaokduck Lake to 

X 

7 




l 

“ 


Rlaokduck River 

X 

- 


6 

BLOQUrNG PRAIRIE 

UM 

- 

K1397.5-35- 

Ditch to 

X 

7 




10 

- 

296E 

Red Cedar River 

X 



9 

BLOOMINGTON 

UM 

- 

- 

Mississippi River 

- 

- 




6 

- • 

- 


- 

- 


10 

BLOB EARTH 

UM 

- 

N1808-50E- 

Blue Earth River 

X 

0 




4 

- 

75E 


X 

- 


11 

BOCK 

UM 

- 

X 

Bogus Creek 

X 

5 




3 


” 


X 

- 


LZ 

* BOVEY 

UM 

- 

- 

Trout Lake 

X 

7 

"Joint plant with Coleraine. 



3 

- 

- 


X 

- 


13 

.GRAHAM 

UM 


U1830.8-65B 

Ditch to Rum River 

X 

L 




3 

- 

- 


X 

- 


U 

BRAINERD 

UM 

- 

UU2LOOE 

Mississippi River 

X 

7 




3 

- 

- 


X 

- 


15 

BRANDON 

UM 

- 

- 

Slough 

X 

7 




4 

- 

- 


X 

- 


16 

BftECKCNRIDGE 

UM 

- 

- 

Lagoon 

X 

7 ' 




1 

- 

- 


X 

- 


17 

bricewn 

UM 

- 

M1608-50E. 

East Fork of Blue 

X 

0 




4 

- 

-80E 

Earth River 

X 

- 


18 

BROOKLYN CENTER 

UM 

6 

- 

- 

Mississippi River 

- 

- 


19 

BROILS DALE 

UM 


M1397* 5-35 

Robert Creek 

X 

7 




10 


-270E-L5E 


X 

- 


10 

BROfNS VALLEY 

UM 


M180B-240E 

Little Minnesota River 

X 

7 




* 

- 

- 


X 

- 


21 

BROINTON 

UM 

- 

- 

Lake Addle 

X 

0 




3 

- 

- ■ 


X 

- 


22 ! 

BUFFALO 

UM 

«* 

- 

Buffalo Lake 

X ■ j 

7 




3 

- 

- 


X 

- 


23 

BUFFALO LAKE 

UM 

• 

M1039B-X 

Buffalo Creek 

X 

0 




3 

- 

- 


X 

- 


24 

BUHL 

9L 


SL140E-X 

Buhl Creek to 

X 

7 




23 

- 

- 

Six Mile Lake 

X 

- 


25 

BUTTERFIELD 

UM 

- 

MIB03-50E 

North Branch of 

X 

7 




4 

- 

-40B 

Watonwan River 

X 

- 


26 

BfRCN 

UM 

- 

Ml 714 -X 

Creek to S» Middle Branch 

X 

7 




6 

- 

- 

of Zumbro River 

X 

- 


27 

CALEDONIA 

UM 

- 

M1645.2-15E 

Ditch to Crooked Creek 

X 

1 




b 

- 

- 

' 

X 

- 


18 

CALLAIAT 

UM 

- 

IU039E-X 

Ditch to Buffalo River 

X 

x . 




1 

- 

- 


X 

- 


29 

CALUMET 

UM 

- 

X 

Plnacie Lake Outlet 

X 

2 




3 

- 

- 

< 

X 

- 


JO 

CAMBRIDGE 

UM 

- 

M1O3O.S-40E 

Run River 

X 

7 




6 

- 

- 


X 




STATE 

YEAR 


MINNESOTA i 

1968 

PAGE - 8 of 16 
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INVENTORY OF MUNICIPAL WASTE FACILITIES 


COMMUNITY SEWER 
OR 

SANITARY DISTRICT 
INSTITUTION 



CAttBY 

CANNON FALLS 

CANTON 

CARLTON 

CASS LAKE 

CHAN HASS EN 

CHASXA 

CHATFIELD 

CHISAGO CITY 

CHISHOLM 

CHOKIO 

CLARA CITY 

CLAREMONT 

CLARISSA 

CLARKFIELD 

CLEAR BROOK 

CLEVELAND 

CLIMAX 

CLINTON 

CLOQUET 

COKATO 

COLO SPRING 


Yellow Medicine 

Goodhue 

Fillmore 

Carl too 

Caaa 

Carver 

Carver 

Fillmore 


bright 

Stearns 


I960 Estimated 

Population Population 

Served 


1,930 S 
1,850 
420 
780 

1,430 { 
220 £ 
2,250 3 
1,660 £ 


I* 

gi 

f SSl P.E. 
<OS| (1000‘j) 


1 196a | PAGE 3 

TREATMENT PAClirnt* 


treatment 


0.252 CtnFthCraEcgDogBo 
3.400 - 

- None 

0.060 SoCiFtrCpEogBoXdp 
0.900 - 

0.275 ShCoEogDohrBo 



Chisago 

772 

(700) 

Saint Louia 

7*144 

6,430 

Stevens 

498 

450 

Chippewa 

1*358 

1,220 

Dodge 

466 

420 

Todd 

569 

510 

Yellow Medicine I 

1,100 

990 

Clearwater 

. 650 

590 

LeSuer 

389 

' 350 

PoU 

310 

260 

Big Stone 

565 

510 

Carlton 

9*013 

8,110 


1,220 C 

1,560 S 


COLERA I HE 

Itaaoa 

1*346 

COLUMBIA HEIGHTS 

Anoka 

IT, 533 

COHERE, 

Brown 

616 

COOK 

Satnt Louia 

527 

COOLEI 

Itaaoa 

87 

COTTONWOOD 

Lyon 

717 

CROWELL 

Polk 

187 

CROOKSTON 1 

Polk 

8,546 


170 S 
7*690 SC 

















INVENTORY OF MUNICIPAL WASTE FACILITIES 



CANBT 

UM 

- 


4 

- 

CANNON FALLS 

uu 

- 


6 

- 

CANTON 

UM 

- 


6 

- 

CARLTON 

WL 

- 


23 

- 

CASS LAKE 

UM 

- 


3 

- 

CHAM) ASS EN 

UM 

- 


4 

- 

CHA3KA 

UM 

- 


4 

- 

C HATFIELD 

UM 

_ 


6 

- 

cursAoo cm 

UM 

_ 


5 

- 

CtilSROLM 

WL 

- 


23 

- 

CttOKIO 

UM 

- 


4 

- 

CLARA CITY 

UM 

- 


4 

- 

CLAREMONT 

UM 

- 


6 

- 

CLARISSA 

UM 

- 


3 

- 

CLARKFIELD 

UM 

- 


4 

- 

CLEARBRQOK 

UM 

- 


1 

- 

CLEVELAND 

UM 

- 


4 

- 

CLIMAX 

UM 



1 | 

- 

CLINTON 

UM 

- 


4 

- 

CLOQUET 

WL 

- 


23 

- 

COKATO 

UM 

- 


3 

- 

COLD SPRING 

UM 

- 


3 

- 

COLERAINE 

UM 

- 


3 

- 

COLUMBIA HEIGHTS 

UM 



6 

- 

COMFRET 

UM 

- 


4 

- 

COOK 

UM 

- 


2 

“ 

COOLET 

UM 

- 


3 

- 

COTTONWOOD 

UM 

- 


4 

- 

CROWELL 

UM 



3 

- 

CROOK STOM 

UM 

- 


1 

- 


W180B-140E- Lae Qui ParLe River 
50E 

M1756*9-20E Little Cannon River to 

- Cannon River 

* Ditch to Wise Creek to 

S. Fork of Root River 

SL15E Saint Louis River 

x Creek to Pikes Bay of 

Caoa Lake 

UU1Q08-X Ditch to Rice Marsh Lake 

M1808-30E Minnesota River 

M 1657-70E North Branch of 

Root River 

- Mud Lake to 

- Sunrise River 

8L90E“70E East Siran River 

M1808-180E Drainage Ditch 

M1Q0Q-12OE Hawk Creek 
-25E 

M17L4-50E South Middle Dranoh of 
-40D26-L730O7.nmbro River 
UL9BOE-30E Eagle Creek 
-50E 

MIGD8-130E Hazel River 
-x 

R140-50E Clearwater River 

-70E 

M18O0-35B Cherry Creek 
~x 

R180E-X sand Hill River 

SoiL absorption overflow 

- to marsh 

SL25E 8alnt Louis River 

M1839-X Sucker Creek 
M18B4E~25E Sauk River 

- Trout Lake 

Mississippi River 

K1Q08-75E-X Ditch to Little 
Cottonwood River 
PR40E-120E Little Fork River 

x Pickerel Creek 

M1806-115&- Cottonwood Lake to 
20E Yellow Medicine River 

x Tamarack River 

R140-40E Red Lake River 




















COMMUNITY SEWER 
OR 

SANITARY DISTRICT 
INSTITUTION 


INVENTORY OF MUNICIPAL WASTE FACILITIES 

[state 


COUNTY 


CRYSTAL 


Crow Wing 
Hennepin 


I960 Estimated 

Population Population 

Served 


2,629 2,370 S 

24,283 (21,050) S 


£ I For 


MUfflESOTA 


Dts’d 


. 1962 PAGE 

treatment facilities 



Sea Minneapotla-Saint Paul S. D, 


Crow ling 


»EER RIVER 
OEEflWOOD 
DE GRAFF 


DETROIT LAKES 

dilworth 

D0JX1E CENTER 

donnelly 

* DULUTH 
fMatn Plant) 

DULUTH 

(SmUhviUe Plant) 
DULUTH 

(Fairmount Park) 
DULUTH 

(Gary-New Duluth) 
EAGLE, BEND 

EAST CRAM FORKS 


EDCERTOR 


ELBOI LAKE 


ELK RIVER 
ELLSfORTH 


Lao Qui Parlg 


Crow Ung 


Stevens 
Saint Louis 
Saint Louis 
Saint Louis 
Saint Louis 


Faribault 
Yellow Wedloine 
Pipestone 
Hennepin 


Vabash a 
Sherburne 


1,590 S 


1|<>12 1,450 S 
5,633 5,070 S 
2*102 (1,890) S 
M*l 1,300 S 


106,884 


6,300 S 


28*501 (25,650) S 

1|52L 1,370 S 


1,590 8 


0*042 CiBo 
0.700 - 

0.050 Lo 
0.490 - 

°*120 ShCiFthCraEchBo 
1*700 . 

0*U0 C1B 
1.400 - 

- Mono 

0.095 CiBo 
1*400 - 

None 

0* 176 ShCnFthCmEhZiBo 
2.600 - 

20*000 S SmhCnI ’ t ''C»)EoDrH ZoVv 
See Moorhead 

0-330 ShCnFthCmEohDorBo 
3.000 „ 


12-500 ShOahOaCmEogHon 

A5o,lG 

0*500 ShOahOaCmEcgHora 
6,250 - 

0.700 SmGahOaCmEcgHom 
8*750 - 

0,260 ShOahOaCmEcgHcm 
3*250 - 

0.085 Lo 
1*620 - 

1.400 ShLo 
28,200 - 

None 

0.092 ShCraFthCmEoDcpBo 
0,880 - 

0,100 ShCiFtCpBo 

1.660 - 

See WinneapoUs-Salnt Paul S. D. 

0.220 ShCraFthCmEoZiB 

2.400 ** 

0*120 ShCmFthrCooEcgDorBo 

2.400 - 

0.400 ShCmFthCmEcgDmrcBoXpd 

4.000 - 

0.076 ShCiFtnCmEchBo 

1.000 “ 


84 






INVENTORY OF MUNICIPAL WASTE FACILITIES 


C flY8TAL 


STATE 

YEAR 

MINNESOTA 

1962 


R. 

COURSK 

MILEAGE 


I DU HUS I 


P.E. (BOD) 


DES- .2 £ 
CHARGED *BJS 
WASTE *-< 


pAWSON 

deer river 

DEER WOOD 
DE GRAFF 1 
DEU NO 

DEinOtT LAKES 

0 ILWORTH 

DODOS CENTER 

DONNELLY 

* DULUTH 
fWaln Plant! 

DULUTH 

f SatthYtile Plant) 
DULUTH 

(Fatrmount Park) 
Duurrti 

(Oary-How Duluth) 
EAGLE DENt> 

EAST GRAND FORKS 

EASTON 

ECHO 

EMERTON 


£ 

ELBOW LAKE 


ELK RtVEn 
ELLSWORTH 


H2010E-X Serpent Creek x 

* x 

- Mississippi River 

IU323-300E Dea tioinea River x 

“ x 

X Rabbit Lake Outlet x 

x 

M1727 *5- Chippewa River x 

125E-90E x 

Shell Lake (Darwin Lake) x 
x 

x Creek to Spring Lake x 

- x 

MIOQO-MOE- Lac Qui Parle River x 

20E x 

H3175-X Deer River x 

- x 

- Cranberry Luke x 

*■» x 

Wi727*5-x Dry Run to Last Branch of x 

rhl nnflvn River x 

W1039-X Cro* River x 

- x 

R27OE-30E-X Pelican River x 

- x 

Red River 

111714-005 South Middle Branch of x 

7uimbro River x 

R33QE-X Ditch to Twelve Mile x 

Creek x 

Lake Superior x 

*, x 

x Saint Louie River x 

x 

x Saint Louifl River x 

x 

* x Mud Lake to x 

. ~ Saint Louts River x 


- RMOB 


Eagle Craok 

Red Rivor of the North 


I - U180Q-50E- Maple River 

- 40E 

- M190Q-X Ditch to C-i to 

- ! - Minnesota River 

~ UR810.0-DS- Rook River 

- 100G 

- Mississippi River 

- - Worn Lake 

- IU707-X Kfhltewater River 

- ML650E MiBsiflflippi River 

- imeiO-BOE- Creek to 

- 65B Kanaraneie River 


REMARKS 












inventory of municipal waste facilities 

F tate ' ~ [year 


Minnesota 


COMMUNITY SEiWER 
OR 

SANITARY DISTRICT 
INSTITUTION 


ELMORE 

ELY 

EMMONS 

ESKO 

* EVELETH 

excelsior 

EYOTA 
FAIRFAX 
FAIRMONT 
FALCON HEIGHTS 
FARIBAULT 

Farmington 

FAYAL TIP 

FERGUS FALLS 

FERTILE 

flensburg 

FLOODIOOD 

FOLEY 

forest lake 

FOSSTON 

FRANKLIN 

FRANKLIN 

FRASER 

FRA2EE 

FREEPORT 

FRIDLEY 


FULDA 

GAYLORD 

GIBBON 

GILBERT 


Renville 
Martin 
Haas ay 
Rice 
Dakota 
Saint Louis 
Otter Tali 
Polk 

Morrison 

Saint Louis 

Benton 

fa ahing ton 

Polk 

Renville 

Saint Louis 

Saint Louis 

Becker 

Stearns 

Anoka 

Murray 

Sibley 

Sibley 

Saint Louie 


I960 

Population 


Estimated 

Population 

Served 


5 ^ _ For 

fe w9 Average 
^5 O C Daj]yFlo« 

EE ggo-iffiE. 

5; $ S5 . 

‘■s <flS (1000$) 


1 1-962 PAqs 

TREATMENT PACIUTIES "~ 

TREATMENT 


Faribault 

1,078 

970 

Saint Louis 

5,438 

4,890 

Freeborn 

406 

370 

Carlton 

240 

200 

Saint Louis 

5,721 

5, L50 

Hennepin 

2,020 

1,820 

Olmsted 

558 

500 


M89 [,310 3 

9»745 8,770 3 

5,927 (5,330) 3 

1*>926 15,230 3 

2,300 8,070 8 

->,722 ( 3 00) S 

15,733 13,360 S 

968 870 3 

280 850 S 

& 77 610 S 

l ,U2 1,000 S 

2,347' 2,uo 3 

1*704 1,530 6 

548 400 8 

45 50 a 

95 go s 

1,083 970 a 

615 550 a 

13,173 (13,660) 3 

1,802 1,080 S 

1,631 1.470 S 

896 810 s 

2 « 591 2.130 S 


0.100 

1.500 

0.099 

1.200 

0.120 
2.000 
1 3.000 
15.000 


!6 ShLo 
iO - 

j® SohOnCmFthCmEcOoprtBo 

A CIBo 

,0 - 

0 ShOlPtnCpBo 

5 

ShCiFtnCpBo 
J ScCnFtrCpFeEogDrBo 
J ShClFthCtnEohBo 
j ShCaFtnCpEgDcBo 

1 SoCaFtrCmEgDorHoBo 

See MinneapoUs-Saint Paul 3* D< 
1 SgGaCmFthCmEogDf hr tZI iVv 
ShCraFthCmFthCnaEogDohrBoXpd 
See Eveleth 

ShS tCmFthCmEcgDof hrmtBoXpd 

None 

ShClBo 

None 

ShS t F thCnF thCoEcgZlB 

ScCmAoCaEcDoBo 

ShClFtrCpEoDehBo 

None 

ClFtC Bo 

CIBo 

CIBo 

CIBo 

8ee Minaeapolla-Salnt Paul a# 

CIBo 

GaCpFthCaEcgDohrBoXpd 

ShLo 

8hahCnFthCmBogPerBo 


INVENTORY OF MUNICIPAL WASTE FACILITIES 


UUJE 

N<X 


COMMUNITY, SEWER 
OR 

SANITARY DISTRICT 
INSTITUTION 


DRAIN- 

AGE 

BASIN 


|Wtj. 

Win 


WATER- 

COURSE 

MILEAGE 


11 

M100S-50B 


STATE 

YEAR 


MINNESOTA 

196 a 

PAGE 5 of 16 


DISCHARGE 

TO 


UN- 

TREATED 

WASTE 


DIS- 
CHARGED 
WASTE 


12 


,E. (BOD) 


13 


14 


REMARKS 


ELMORB 
ELY 
EH MOSS 
ESKO 

* EYELETH 
EICELSIOR 
EYOTA 
FAIRFAX 


9 1 FAIRMGMT 

FALCON HEIGHTS 


10 

11 

12 

11 

14 
1 $ 

15 
IT 
IS 

19 

JO 

tl 

22 

21 

74 

25 

76 

27 

28 
29 
JO 


FARIBAULT 
FARMINGTON 
FATAL OTP 
FERGUS FALLS 
FERTILE 
FLENSBURQ 
FLOOMTOOD 
FOLEY 

FOREST LAKE 

FOSSTON 

FRANKLIN 

FRANKLIN 

FRASER 

FRAZER 

FREEPORT 

FRIDLEY 

FULDA 

OATLORD 

GIBBON 

GILBERT 


m 

4 

m 

2 

III 

iC 

?L 

23 

fl 

23 

UU 

6 

im 

u 

4 
UUl 
4 ! 
uu| 

b 

tmj 

6 

uu) 

6 

XL 

23 

UM 

1 

uu| 

I 

uM 

3 

XL 

23 

UN 

3 

uM 

a 

4 

XL 

23 

n 

23 

U1 

1 

uM 

3 

uH 

6 

UM 

11 

UN 

4 
UM 
4 
11 
23 


M1397.5-35 

170-49E-X 

SL15E-X 

SH50E-X 


N1707-X 

M1808-110E 

U180B-50E- 

50B-15B 


M1756*9"50E 
-x 

U1787E-30E 


R20Q-X 

R173-X 

x 

SL75E-X 

x 


R140-33E- 

45E 

M1808-85E 


SL50E-10Er 
45E 


County Ditch No. 4i to 
Blue Earth River 
Shawaga Lake 

Ditch to Lime Creek 

Midway River 

Creek to Elbow Lake 

Lake Minnetonka 

South Branch of 
Whitewater River 

Ditch to Rock River 

Center Creek 

jNleeloslppi River 

Straight River 

Vermilion River 

Creek to Elbow Lake 

Qttertall River 

Sand Hill River 

Slough to Pike Creek 

Floodwood River 

j Stony Creek to 
Elk River 

Mud Lake 
Poplar River 
Purgatory Creek 
Mine oave 
East Swan River 
Ottartali River 


x* 


Mi8B3-55E 7 }cloetchel Creek to 
Sauk River 
Mississippi River 

M1335-485- I County Drain to 
6£ | Des Moines River 

| Mud Lake 

M180B~60Er*l Ditch C-24 to 
Rush River 

SL140E-X | Ditch to Horseshoe Lake 
to Embarrass River 


*9031 of plant load is induafcrial. 
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inventory 


- mu^ciPAL WASTE FACILITIES 

[state — 


J YEAR 


COMMUNITY, SEWER 
OR 

SANITARY DISTRICT 
INSTITUTION 


GLENCOE 
OtENffOOD 
C LYNDON 
OOLDRH VALLEY 


COUNTY 


GOODHUE 

Goodhue 

000D THUNDER 

Blue Earth 

GOODVlEiT 

ffinona 

QRACEVILLE 

Big Stone 

GRANADA 

Hartln 

GRAND WARAIs 

Cook 

GRAND NEADOil 

Mower 

CRAlND RAPIDS 

Itaaoa 

granite falls 

Yelleir Medloltiw 

grey eagle 

Todd 

GROVE CITY 

Meeker 

hallgck 

KHtaon 

halstad 

Noroan 

HAMPTON 

Dakota 

HANCOCK 

Stevena 

nanlei falls 

YeLlow Medicine 

harmony 

Fillmore 

HASTINGS j 

Dakota 

UTFlELB - 

tone 

haslet ( 

Hay 

BAYFIELD x 

todge 

1 ECTOR 

Jt 

enviUa 

2NMKS0N s 

ibtey 

iEHBRICKS L 

lncoln 

ENNIHO 0 

lUr TalL 

BHMAH | Gl 

•ant 


I960 

Population 


Estimated 

Population 

Served 


TREATMENT 


, O 

b'.tlo SraG P CmFth CffiEcgDfhBo 

0,162 ShCiFtnCpBo 
2.500 - 

0.060 ShLo 

I 0.660 - 

See Minneapolis-Saint Paul &, d. 

| 0,*600 | ShCraFtrC P E °sDcBo 

None 

0, ‘ 77 SeCtBoXdp 

2.200 « 

0.048 CiBo 
0.800 - 

None 

SmGahCtnEcgHtnXp 
2 • 100 - 

0*760 ShCiFthC P Ec eBo 
None 

2.'250 ShCmPtnCpEogDorBo 

0-0f>3 ShLo 

1.020 - 

0,015 CIBo 
0.250 . 

z'.bOO SflCrnFthCm ^5Dor3o 
None 

' ShCmAmCnEogDopBoLo 

0*925 ShC1FtrC PEogBo 
None 

2, *300 ShCm?thCmEc sBchrtBo 

0-600 SoCmEcgDorBo 

| 9.000 - 

0*017 CilsBoXp 
0.177 - 

I 0,174 Lo 
, 3.000 - 

l ; {” ShCnFtrCmEogDorBoXpd 

Nona 

None 

0,060 CIBo 
1.000 - 

0-043 ShCoFtrCpE DorBo 
0.800 

None 
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INVENTORY OF MUNICIPAL WASTE FACILITIES 


STATE 

MINNESOTA 


LINE 

NO. 


COMMUNITY, SEWER 
OR 

SANITARY DISTRICT 
INSTITUTION 


DRAIN*! 

AGE 

BASIN 


WATER- 

COURSE 

MILEAGE 


DISCHARGE 

TO 


P.E. (BOD) 


UN- 

TREATED 

WASTE 


DIS- 

CHARGED 

WASTE 


1 

Z 

"I 

=3-8 


YEAR 


19^2 


PAGE 6 of 16 


REMARKS 


1 

2 

3 

4 

5 

6 

7 

8 
9 

10 

11 

12 

13 

14 

15 

16 
17 
IE 
L 9 
20 

21 

22 

23 

24 

25 

26 

27 

28 

29 

30 


GLtKCOE 
OtENIOOD 
OLYNDON 
OOLDEN VALLEY 
GOODHUE 

good thunder 

GOODVIEI 
GRACEVILLE 
GRANADA 
GRAND KARATS 
GRAND MEADOW 
GRAND RAPIDS 
GRANITE PALLS 
GREY EA3LE 
iGROVE CITY 
HALLOCK 
HA LSI AD 
HAMPTON 
HANCOCK 
HANLEY FALLS 
HARMONY 
HASTINGS 
HATFIELD 
• HAWLEY 
HATFIELD 
RECTOR 
HENDERSON 
HENDRICKS 
HENNING 
HERMAN 


U1839-45E. 

15E 


M1714-X 

H1808-50E- 

-5E 

Ihi 69 I 


MIB09-50E 

50E-23B 


UU 




DM 


UU 


uu 


Buffalo Creek 

Creek to Lake Minnevaska 

[Ditch to Buffalo River 

Mississippi River 

Ditch to Goodhue Creek 

Maple River 

Backwater marsh of 
, Mississippi River 

Ditch to West Branch of 
Muatinka River 
Center Creek 

Lake Superior 


x 

X 

X 

X 

,x 

|x 


UU 


|M 2100 E 
| M1808-1 15E 

MIB39-20E-?. 
55 E 

|r50E-20E 
|r20QE 
ML777.2-15E 


Deer Creek to 

t loot River 

iaaisaippl River 


M1808-L40E- 
fcOE 
U1808-L15E- 
10E 

M1627*6-75E 

-x 

H1778 

^RaiO-BJEr 

80B 

R225E-20E- 

L5E 

U1397.5-35. 

300E 

Ml 839 -^ 0 Er 

50E 

M1808-60E 


UM2O9OE-90E 


[Minnesota River 

Trace Lake 

North Fork of 
Crow River 

Middle Fork of 
Two Rivers 

Rod River 

Ditch to Vermilion River 
Ditch to Chippewa River 
Ye L low Medicine River 


|Creek to Upper 
Iowa River 
[Mississippi River 


Creek to Rock River 
Buffalo River 
Creek to Red Cedar River 
Buffalo Creek 
Minnesota River 
Lake Hendricks 
[Leaf River 
I Pullman Lake 
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INVENTORY OF MUNICIPAL WASTE FACILITIES 


STATE j 

■ 

r ~ 

MINNESOTA 


PACE 7 * 


COMMUNITY, SEWER 
OR 

SANITARY DISTRICT 
INSTITUTION 












INVENTORY OF MUNICIPAL WASTE FACILITIES 



COMMUNITY, SEWER 
OR 

SANITARY DISTRICT 
INSTITUTION 


IttBuiNQ 

HILLTOP 

HIHCKLEY 


STATE 

YEAR 


MINNESOTA 

1962 

| PAGE 7 


DISCHARGE 

TO 


tmm 



HOLD! NO FORD 

HOLLAND 

HOPKIWS 

HOUSTON 

HOWARD LAKE 

HOIT LAKES 

HUTCH INS OH 

INTERNATIONAL FALLS 

IRON JUNCTION 

EROSION 


SL70E-2QE Ribbing Creok 

Mississippi River 

UI775.5-95E Grindstone River 
-20E 

Ui808~i40k- Chi nan va River 
40E 

x RtiOv River 

M1895E-X South Two Rivers 

MRBIO-4OE7 Rock River 
80S 

Mississippi River 
U1657-L0E Root River 

x Twelve Miie Creak 

Lower Partridge Lake 

MI839-5GE- south Fork of 
Crow River 
* Rainy River 


UM2150E Creek to Biaok 
Hoof lake 


EVAN HOE 

JACKSON 

JANESVILLE 

JASPER 

JORDAN 

KANDIYQH t 

KASSON 

KEEiIATIN 

KELLIEIER 

KELLY LAKE 

KENNEDY 

KENSINGTON 


UU - 

MI775.5-B5E 

5 - 

-40B-30E 

UM - 

HIB08-L2?E- 

4 - 

35E 

UM - 

U1325-428 , 

n - 

- 

UU - 

U1808-50E- 

4 - 

15E 

MR - 

MR810-7?Et 

7 - 

23E 

UU - 

U1808-30E 

4 - 

- 

UU - 

U1839-IOOR 

3 - 

- 

UU - 

Ul714-40EsX 

6 - 

* 

UU - 

SL75E-35E.. 

3 - 

; * 

OK - 

X 

1 - 

: ** 

n - 

! SL75E-40E . 

23 - 

1 - 

UU - 

R80E 

1 - 

j - 

UU - 

U1727.5- 

4 - 

140E-55E 

UU - 

M1714-45E 

* - 

1 .. 


P.E. (BOD) 


UN- 

TREATED 

WASTE 


Minnesota River 


Zumbro River 


South Branch of 
Rattle River 

Kelly Lake to 
Weafc Swan River 

Creek to Red River of 
the North 


Zvmbro River 
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INVENTORY OF MUNICIPAL WASTE FACILITIES 


STATE 

YEAR 


MINNESOTA 

1962 | 

PAGE 8 Of 16 


COMMUNITY SEWER 
OR 

SANITARY DISTRICT 
INSTITUTION 

COUNTY 

I960 

Population 

Estimated 

Population 

Served 

2 

u 

t 

i. 

a 

n 

AVERAGE 

DAILY FLOW 
MGD 

Dcs’d 

For 

TREATMENT FACILITIES 

T~ 


LEM 

VO. 

Average 
Daily Plot 
MGD 

v TREATMENT 

P.E. 

: (looo's) 


1 

2 

3 

4 

IB 

\fmm 

\mm 



KERR LOCATION 

Saint Louis 

- 

200 

s 

X 

X 

CIBo 

• 

KETTLE RIVER 

Carlton 

234 

210 

s 

X 

0.045 

ShCiOo 

l 



- 

- 

- 

- 

0.500 

- 


KIMBALL PRAIRIE 

Stearns 


4 BO 

s 

X 

0.120 

ShCpFthCmEchZiB 

» 



- 

* 

- 

- 

1.900 

- 


KIRNET 

Saint Louis 

240 

220 

3 

X 

0,084 

CiBo 

( 



- 

- 

- 

- 

1.400 

_ 


LA CRESCENT 

Houston 

2,624 

2,360 

s 

X 

0.675 

ShCiaFtrCmEchDcrBo 

i 



- 

- 

- 

- 

0.815 



LAFAYETTE 

Nicollet 

516 

460 

s 

X 

0.100 

ShCLFthCmEogBoXpd 

& 



- 

- 

- 

- 

1,700 

_ 


LAKE BENTON 

Lincoln 

905 

810 

s 

X 

0.060 

CiBo 

f 



- 

- 

- 

- 

1.000 



LAKE C1TT 

Vabash 

3,494 

3,150 

$ 

X 

0.360 

ShCtnCpEchDorBo 

i 



- 

- 

- 

- 

4.000 

.. 


LAKE CRTSTAL 

Blue Earth 

1,652 

1,490 

3 

X 

0.135 

ShCtnFthCmEch DohrBo 

■ 9 



- 

- 

- 

- 

2.700 

_ 


LAKEFIELD 

Jackson 

1,789 

1,610 

s 

X 

0.270 

ShSI FthCpFthCmEcgZaiBo 

10 



- 

* 

- 

- 

3.400 

_ 


LAKE HENRY 

Stearns 

91 

60 

s 

X 

0.016 

CiFtCp 

IL 



- 

- 

* 

- 

0. 180 

* 


LAKE PARK 

Becker 

730 

660 

s 

X 

0.080 

ShCiFtnCpB Bo 

12 



“ 

• 

- 

- 

1.000 

_ 


LAKEVILLE 

Dakota 

924 

030 

s 

X 

0,050 

ShCiFtrCpBo 

It 




- 


- 

0.B50 



LAKE IILSON 

Hurray 

436 

390 

s 

X 

0.060 

Lo 

II 




- 

« 

- 

0,600 



LAMBERTON 

Redwood 

1,141 

1,030 

s 

X 

0.200 

ShLo 

11 


j 

- 

- 

- 

- 

2.500 



LANCASTER 

Kittson 

462 

420 

s 

X 

X 

CiBo 

n 



- 

- 

_ 

_ 

0.300 



LANES BORO 

Fillmore 

1,063 

960 

3 

X 

0.096 

ShCaiFtrCmEcgDorBo 

17 




- 

- 

-» 

1.600 

i 

“ 


LAUDERDALE 

Ramsey 

1,676 

(1,510) 

s 

X 


Seo Minnonpolis-Saint Paul 8. D* 

19 

LE CENTER 

Le Sueur 

1,597 

1,440 

3 

X 

0.050 

CiBo 

1? 

LEONIDAS 

Saint Louis 

94 

80 

S 

X 

0.030 

X 

CiBo 

1 » 

LB ROY 

Mower 

971 

870 

s 

X 

X 

None 

II 

LESTER PRAIRIE 

McLeod 



" 

~ 

*" 

- 




966 

870 

s 

X 

0.120 

ShClFthCmSohBo 

13 

LE SUEUR 

Le Sueur 

3,310 

2,980 

s 

X 

1.800 

None 

It 

LEHSTOH 

Vinona 




■* 

■ 

- 




890 

800 

s 

X 

0.064 

ShCmFtrCpEogDorBo’ 

H 

LETISVIUE 

Watonwan 

375 

340 

s 

X 

1.000 

None 

Ji 

ft LINDSTROM 

Chisago 

835 

750 

s 

X 

0.170 

ShSfFthCtDFthCmEogZiB 

M 

LITCHFIELD 

Meeker 




** 

3.300 

- 




5,078 

4,570 

3 

X 

2.025 

SffsOaApCmFtnAmCpEcg 

IT 

little falls 

Morrison 

7,55L 

6,800 

B 

X 

36,900 

1.080 

DdfhmrtBoXpd 

SmGmCmFthCraEcgDfhrBoXpd 

II 

L1TTLEFORK 

Koochiching 

805 

720 

3 

X 

15,800 

0.030 

CiBo 

n 

LONO PRAIRIE 

Todd 


“ 

- 

- 

0.380 

- 




2,414 

2,170 ! 

B 

X 

0.200 
5. LOO 

SoCmFthCmEcZcBo 

y> 


92 











INVENTORY OF MUNICIPAL WASTE FACILITIES 

("state 


YEAR 


MINNESOTA 


1962 


p«;r: 8 of 16 


LINE 

NO. 

COMMUNITY. SEWER 

DRAIN- 

AGE 

BASIN 

WATER- 

COURSE 

MILEAGE 


pi:. <bod> 

1 

% 

Jl 

= a 
"3-2 
&.< 

REMARKS 

DISCHARGE 

TO 

UN- 

TREATED 

WASTE 

OR 

SANITARY DISTRICT 
INSTITUTION 

Mij. 

Min. 

Suh. 


___| 

IkWmI 


9 

m 

na 

11 

12 

HHBNM 

mi 

IS 

1 

KLRR LOCATION 

WL 

_ 

SL75E-45E 

West Swan River 

X 

5 




23 

- 

- 


X 

- 


2 

kettle river 

UM 

- 

K1775.5-90E 

KettLe River 

X 

X 




5 

- 

-50E 


X 

- 


3 

KJU3ALL PRAIRIE 

uu 

- 

ULB74-20E 

Ditch to Clearwater River 

X 

7 




3 

- 

- 


X 

- 


4 

KINNEY 

WL 

- 

SL145B-X 

Creek to McQuade River 

X 

2 




23 

- 

- 


X 

- 


5 

LA CRESCENT 

UU 

- 

U16£>4 

Mississippi Rivor 

X 

7 




6 

** 

- 


X 

- 


6 

LAFAYETTE 

UU 

- 

HIG03-75E-X 

County Ditch 40-A to 

X 

7 




4 

- 

** 

Rush River 

X 

- 


7 ! 

LAKE BENTON 

MR 

- 

MR310-40E- 

Flandreau Creek 

1,070 

4 




7 

- 

I5E 


735 

- 


S ! 

LAKE CITY 

UU 

- 

M 1 737 

Mississippi Rivor 

X 

7 




6 

- 

- 


X 

- 


9 

LAKE CRYSTAL 

UU 

- 

- 

Lily Lake 

X 

2 




4 

- 

- 


X 

- 


10 

LAKEFiSLD 

UU 

- 

- 

Heron Lake 

X 

5 




Li 

- 

- 


X 

- 


LI 

LAKE HENRY 

UU 

- 

X 

Creak to Sauk River 

X 

X 




3 

- 

- 


X 

- 


12 

LAKE PARK 

UU 

- 

R225E-35B 

Creek to Buffalo River 

X 

X 




X 

- 

- 


X 

- 


13 

LAKEVILLE 

uu 

- 

UL777.2-20E 

Creek to 

X 

1 




6 

- 

- 

Vermilion River 

X 

- 


14 

LAKE WILSON 

UM 

- 

Ml 325-500E 

Soil absorption to 

X 

7 




11 

- 


Reaver Creek 

X 

- 


15 ! 

LAltOEEtrON 

UU 

- 

M1B03-70E. 

Dutch Charlie Creek to 

X 

7 




4 

- 

-30E 

Cottonwood Rtvsr 

X 

- 


16 ! 

LANCASTER 

UU 

- 

RB0E-2OS 

North Fork of Two Rivera 

X 

4 




1 

- 

- 


X 

- 


17 

LANESBORO 

uu 

- 

U1657-30E 

South Branch of 

X 

5 




6 

- 

- 

Root Rivor 

X 

- 


18 

LAUDERDALE 

UU 

6 

- 

- 

Mississippi River 

- 

* 


19 

LE CENTER ' 

UH 


M1903-40E- 

Lo Sueur Creek 

X 

4 




4 

- 

15E 


X 

- 


20 

LEONIDAS 

WL 

- 

X 

Creek to Saint Louie 

X 

X 




23 

- 

- 

River 

X 

- 


21 

LE ROY 

UU 

- 

M 1 627 « 6-90E 

Upper Iowa River 

X 

0 




6 

- 

-X 


X 

- . 


2 2 

LESTER PRAIRIE 

UU 

- 

M1839-35G 

Crow River 

X 

7 

*Spirogester, 



3 

- 

- 


X 

- 


23 

LE SUEUR 

UU 


M180S-35E 

Minnesota River 

X 

0 




4 

- 

- 


2.962E 

- 


24 

LEfISTON 

UU 

- 

U L657-35E-X 

Rush Creek to 

X 





6 

- 

- 

Root River 

X 

- 


25 

LEWISVILLE 

uu 

- 

UIB03-50E-2 

£outh Fork of 

X 

0 




4 

- 

- 

Watonwan River 

X 

- 


26 

* LltJDSTROK 

UU 

- 

M1775#5“45E 

Mud Lake to 

X 

1 




5 

- 

-X 

Sunrise Rivor 

X 

- 


27 

LITCHFIELD 

Uk 

- 

MIG39-50E-X 

Jewett Creek 

X 

7 




3 

- 

- 


X 

- 


26 

LITTLE FALLS 

Uk 

- 

U1930E 

Mississippi River 

X 

7 




3 

- 

- 


X 

- 


29 

LITTLE FORK 

U1 


PR15E-1QE 

Little Fork River 

X 

7 




2 

- 

- 


X 

- 


JO 

LONG PRAIRIE 

UN 

- 

M1945-40E . 

Long Prairie River 

X 

5 




3 

- 

- 


X 

“ 
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COMMUNITY SEWER 
OR 

SANITARY DISTRICT 
INSTITUTION 


L0SSY1LU 


INVENTORY OF MUNICIPAL WASTE FACILITIES 


I960 Estimated 

Population p °P u,1 'i on 

r Served 


STATE 

YEAR 

MINNESOTA 

1962 


Des'd 

^ For 

u) 3 Average 

0 Daily Flow 

2 bo MGD 

" < 8 p.s. 

< 0 S (1000's) 


TREATMENT FACILITIES 


TREATMENT 


0.022 ShLo 
0.400 - 

JMono 

0.500 SodmCoPthCmEcgDorBo 
6.400 - 


HO G9EG5R 

Aitkin 

NC rWTOSH 

Polk 

hc nmn 

Saint Louis 

VABtX 

Flllsoro 

HA 5) ILIA 

latoman 

HA015QH 

La Out Parle 

HAHtfQYEN 

Hahnosen 

UBOXItn LOCATION 

Saint Louis 

HAM HA TO 

Blue Earth 

HAPLK LAXE 

fright 

HAPLE PLAIN 

Hennepin 

hajpletcn 

Blue Earth 

HAPLEYItf 

Hoier 

HAPLEIOOD 

Ra»Cov 


MARSHALL 
HALYARD 
MA2CPPA 
M£A D0YLAND3 
lOROSE 
HEMABGA 
I 

NILTONA 

HIN.t£APOLIS 

* WIlfEAPOUS- 
8AIHT PAVL fi, D 
1IINNC0TA 


Saint Loula 


*lUt Uea 


MS.bfl 134,00 
910.00 
* 0.15C 

" 3.00C 


0.030 ShLo 
0.375 - 

0.0 GO ShCiFtrCpEcgB 
1.000 - 

0.040 CIBo 
x 

0.06G ShCIFthCpEogBo 
1.000 - 

0,280 ShGhCoiFthCmEcgDorBo 
5.900 - 

0.200 ShCmFtrCmEcgDfrBo 
3.200 - 

Nona 

x Cp 
x 

X 5.020 SmOtnCDiEogDcfhmrtBoXp 

72.700 _ 

x 0.600 ShQ hCmF thCmEcgDr hBoXpd 

5*550 _ 

0.090 SraCmFtCpEohDorBoL 

1.000 .. 

0.032 CIBo 
0.500 - 

Sea Austin 

See Uinneapoiia-Solnt Paul B, D. 

0.900 CIBo 
1.500 - 

1.000 La 
21,250 - 

0.094 ShCiFthCmEehBo 

1.300 - 

0,144 ShCtnGcgDopBoXp 

2.300 - 

0.013 CsBo 
x 

None 

0,180 ShCcqFthCmEcgDorBo 
1,800 - 

0.344 ShLo 
5.230 - 

0.040 ShCiFtCpEohBo 
0.470 ~ 

- See mnneepoUa-anint Paul 8. 0. 

134.00 St7i3tnKaCinrnEg2aVvXn 

910.00 

0,l5q SrahFthCinEogZcB 













COMMUNITY, SEWER 
OR 

SANITARY DISTRICT 
INSTITUTION 


INVENTORY OF MUNICIPAL WASTE FACILITIES 


WATER- 

COURSE 

MILEAGE 


STATE 

YEAR 

MINNESOTA 

1962 




















INVENTORY OF MUNICIPAL WASTE FACILITIES 

I STATE 


OR 

SANITARY DISTRICT 
INSTITUTION 


MINNESOTA LAKE 

HON ROE LOCATION 

MONTEVIDEO 

MONTGOMERY 

MONTI CELLO 

MONTROSE 

* MOORHEAD 

M003E LAKE 

MORA 

UGRGA. 1 ! 

MORNINGS IDE 

MORRIS 

MORTON 

MOUNTAIN IRON 

MOUNTAIN IRON 
S Grove Addition PH 
MOUNTAIN LAKE 

HASH 7 AUK 

ME* BRIGHTON 

HE* HOPE 

KEI LONDON 

RE* PRAGUE 

HE* RICHLAND 

HEW ULU 

HE* YORK SULLS 
NORTH BRANCH 
NORTHFIELD 
NORTH OME 
NORTH MANKATO 
NORTHROP 
NORTH SAINT PAUL 


Faribault 

Saint Louie 

Chippewa 

La Sueur 

Wright 

bright 

Clay 

Carlton 

Kanabec 

Redwood 

Hennepin 

Stevena 

Renville 

Saint Louis 

Saint Loula 

Cottonwood 

Itasca 

Raaisey 

Hennepin - 

Marshall 

Le Sueur 

ffaaeoa 

3rown 

Otter Tati 

Chisago 

Rloe 

Koochiohing 

Nicollet 

Martin 

Ransey 


i&MfKircijm 





2 

& 

Dcs’d 

For 

COUNTY 

1960 

Population 

Estimated 

Population 

Served 

H 

un 

> 

m 

ei 

w9 

O a, 

*S S_, 

Average 

DailyFlow 

MGD 




1 

m S u 

> < g 

<DS 

RE. 

(1000’S) 


62 I page 


TREATMENT FACILITIES 


TREATMENT 



1,981 (1,780) 


M*B (5,800) 

3,55 2 (3,200) 


650 S 
2,280 S 
940 
10,000 
750 
050 
7,840 
260 
5,340 
170 

0 »52O (7,670) 


0,085 SohCmFthCmEohDopBo 
1.300 „ 

* CiBo 
x 

0.870 smOmCmFthCmPtmCmEog 
11,300 DohfrtBoXpd 

0.360 K CpPoCmFthCpCroEg 
5.000 _ 

0,450 ShCmFthCmEcgDch rBoXpd 
7.200 


1.900 U 580 SmS fanpthCnFtnCmRcgHcZi LVv 
40.000 

* lioo CnE « DrBo 

* 14*750 So0hCmAQC,nEc S Dc hnirotBoXdp 

x 0.130 shCpFthCmEchZlB 

2.000 


See MinnoapoUs-Salnt Paul S* D. 


°‘ BB0 ShLo 
9.660 _ 

ShCo 

1.100 

0.030 


ShCroFtrCpEogDo pDo 
CiBo 

ShCmFthCmEogDorBo 


0,350 Lo 
4.800 _ 




None 

See Minnoapolio-Snint Paul S, D, 
See Minnoapolis^Snint Paul 8. 0. 
ShCmDopEgBo 




0,084 CiBo 
1,400 _ 

0.100 - 


1 *800 SmCmFfcr0m EogDorBo 

7*000 SmCnFthCmFmEo S D «>*'Bo 
ShClFtrCpDo 


0.810 

0A ™ ShLo 

i.eso 


°- 030 16^ 500 Sn,QpCl " !; ' thl ‘ CmEa « D<,f, 'rtBo 


°-m ShLo 
0.830 


See Mlnneapoila-St, Paul S.D. 
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STATE 

YEAR 



MINNESOTA 

1962 
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LNT 

COMMUNITY. SFAVER 

DRAIN* 

AGE 

DASLN 

WATER- 

COURSE 

MILEAGE 

1 


P.E, {BODJ 

1 

Z\ 

e £ 

H 

3 a 
T-S 
&.< 

REMARKS 

DISCHARGE 

TO 

UN- 

TREATED 

WASTE 

OR 

SANITARY DISTRICT 
INSTITUTION 


1 






iES 

It 

12 

■om 

rail 

15 


MINNESOTA LAKE 

UK 


U1Q08-5OE- 

Cobb River 

X 

7 




4 

- 

5E-x 


X 

- 


t 

rOSflOE LOCATION 

HIm 

_ 

SL95E-X 

East Swan River 

X 

X 




23 

- 

- 


X 

- 


J 

mini deo 

UH 

- 

H1803-125E 

Chippewa River 

X 

7 




4 

- 



X 

- 


1 

IONTOOMERV 

UK 

- 

X 

Sand Creek to 

X 

7 




4 

- 

- 

Lake Penan 

X 

- 


l 

KOMTICEILO 

Uli 

- 

ML854 

Mississippi River 

X 

7 




3 

- 

- 


X 

- 


s 

VONTROSE 

Uli 

- 

U1839-X 

Drainage Ditch to 

X 

0 




3 

- 

- 

Crow River 

X 

- 


r 

* MOORHEAD 

UU 

- 

R235E 

Red River 

X 

1 




1 

- 

- 


X 

- 


1 

lOOSe LAKE 

UU 


U1775,5-90E 

Moose River to 

X 

2 




5 

- 

-50E 

Kettle River 

X 

- 


t 

KORA 

UU 

- 

U1775.5-85E 

Snake River 

X 

7 




5 

- 

-30B 


X 

- 


t) 

MORGAN 

UU 


U1803-93E 

Ditch C-109 

X 

7 




4 

- 

- 


X 

~ 


il 

I0HNIKQ3IDE 

UU 

- 

- 

Mississippi River 

- 

. 




6 

- 

- 


- 

- 


]| 

loasis 

UU 

- 

U180B-145E- 

Pomme do Terre River 

X 

7 




4 

- 

25E 


X 

- 


]J 

noFtioa 

UU 

- 

U180B-95E 

Minnesota River 

X 

4 




4 

- 

* 


X 

- 


H 

MOUNTAIN IRON 

n> 


SL90E-756S 

Creek to West 

X 

4 




23 

- 

- 

Two Rivers 

X 

- 


II 

KWmiH IRON 

WL 

_ 

SL90E-75E 

Creek to West 

X 

7 



5 Grove Addition Pit 

23 

- 

- 

Two Rivers 

X 

- 


It ; 

KKJ5TAM LAKE 

DU 

- 

X 

Soil absorption and 

X 

7 




4 

- 

- 

Mountain Lake Creek 

X 

- 


V 

KASEBIAOK 

UU 

- 

A199OE-30E 

Pickerel Creek 

X 

0 




3 

- 

-X 


X 

- 


!1 

N£f BRIGHTON 

6“ 

- 


Mississippi River 

- 

- 


1* 

NET HOPE 

UU 

6 

- 

- 

Mississippi River 

- 

- 


M 

NET LONDON 

UU 


WL839-20E- 

Middle Fork of 

X 

7 




3 

- 

4?E 

Crow River 

X 

- 


]] 

XE1 PRAGUE 

UU 

- 

U1808-25E- 

Creek to Sand Creek 

X 

4 




4 

- 

20E 


X 

- 


21 

NE1 RICHLAND 

UU 

- 

U180B50E-X 

Le Sueur River 

X 

5 




4 

- 

- 


X 

- 


It 

KFff ULlt 

UU 

- 

U1808-63E 

Minnesota River 

X 

5 




4 

- 

- 


X 

- 


1C 

KEi TOflK. MILLS 

UU 

- 

R270-X 

Willow Creek 

X 

5 




1 

- 

- 


X 

- 


» 

NORTH BRANCH 

UU 

_ 

Ui775.5-5?S 

North Branch of 

X 

7 




5 

- 

-10E 

Sunrise River 

X 

- 


w 

NMUWIELD 

UU 

- 

U1756.9-25E 

Cannon River 

X 

7 




6 

- 

- 


X 

- 


n 

KORTHOMS 

UU 

_ 

X 

South Branch of 

X 

4 




1 

~ 

- 

Rattle River 

X 

- 


a 

NORTH MANKATO 

UU 

„ 

U1800-5QE 

Minnesota River 

X 

0 






~ 


4,995c 

- 


» 

NORTHROP 



X 

Judicial Ditch 9 8 to 

X 

7 






- 

Blm Creek 

X 

- 


* 

JCORTfl SAINT PAUL 


HI 

- ■ 

Mississippi River 

- 

- 


• 


3 

1 

- 


“ 

m 
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INVENTORY OF MUNICIPAL WASTE FACILITIES 

nzrrzz 


COMMUNITY; SEWER 

OR COUNTY 

SANITARY DISTRICT 

INSTITUTION 

I960 

Population 

Estimated 

Population 

Served 

1 

2 

* 

4 

N0RI00D 

Carver 

945 

050 

OOILVIE 

Kanabec 

376 

340 

OLIVIA 

Renville 

2,355 

2,120 

OXAKIA 

Kille Lacs 

645 

580 

ORR 

Saint Louis 

3b! 

320 

ORION VILLE 

Big Stone 

2,674 

2,410 

03AKIS 

Douglas 

1,396 

1,260 

OSSEO 

Hennepin 

2,104 

(1,890) 

OVATONNA 

Steele 

13,409 

12,070 


PARK RAPIDS 
PAYMESVILLB 
PELICAN RAPIDS 
PERHAH 
PIHE CITY 
PIHB ISLAND 
?m RIVER 
PIPESTONE 
PLAINVIEf 
PLUNK ER 
PRESTCN 
PRINCETON 
PRIOR LAKE 
PROCTOR 
RED LAKE FALLS 
RED UNO ' 
REDIOOD FALLS 
RClER 
RENVILLE 
RICHFIELD 


STATE 

YEAR 

MINNESOTA 

1962 ! 



TREATMENT 


« O 2 (lOOO's) 


0.040 SfAmCpDoprtBo 
0.660 - 

0.095 ShCmFthCmEcgDopDo 
1.600 - 
x CiBo 


1.600 - 

0,025 ShCiFtrBo 
0,300 - 

0.200 ShCmAraCraDorBo 
3.330 „ 


1.500 „ 


See Minneapolis -Saint Paul 0. D , 
l . 070 SmGmCrnFthCmFthCmEog 

. in » . 


Otter Tail 

884 

800 

S 

X 

0,060 


- 

- 

. 

- 

1.000 

Hubbard 

3,047 

2,720 

5 

0,200 

0.460 


- 

- 

- 

• 

6.900 

Stearns 

1,754 

1,580 

i 

X 

0.390 


- 

- 

. 

. 

8.6S0 

Otter Tall 

1,693 

1,520 

3 

X 

0.080 


* 

- 

- 

_ 

1.600 

Otter Tail 

2,019 

1,820 

3 

X 

0.380 

Pine 

“ 

- 

- 

- 

4.380 

1,972 

1,780 

S 

X 

0.258 


“ 

- 

- 

~ 

9.300 

Goodhue 

1,308 

1,180 

s 

X 

0.233 



- 

- 

* 

7.150 

Casa 

775 

700 

s 

X 

0.200 

Pipestone 

~ 

- 

- 

_ 

3.400 

5,324 

4,790 

s 

X 

0.300 

Fabaaha 

~ 

- 

* 

_ 

5.000 

1,833 

1,650 

s 

X 

0.330 

Red Lake 

• 

■ 

- 

- 

10.000 

283 

250 

s 

X 

0.060 

FiUajore 


- 

- 

- 

1.080 

1,491 

1,340 

c 

X 


Hille Laos 

2,353 

2,120 

3 

X 

0.284 

Scott 

848 

760 

3 

X 

4.260 

0.240 

Saint Louts 

2,963 

(2,670) 

5 

X 

2.520 

Red Like 




- 

- . 

1 , 520 

1,380 i 

J 

X 

0.170 

Goodhue 

10,528 

10,530 5 

i 

X 

1.700 

3.000 

Redwood 

4,285 

- 


4 

5.000 

3,660 3 


X 

0.160 

Ci»s 

492 

■** ■ 


- 

2.660 

mo s 


X 

- 

RenviU* 

1,373 

1,210 £ 

1 

X 

0.070 

Hennepin 

■*2.523 

pB,m S 

i;: . 

■ x . V 

1.140 


See Duluth 


8e« Mlnneapoils-Salnt Paul 3. D. 


9* v 
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INVENTORY 


U1 ' MUNICIPAL waste facilities 

'state " 



0»3t8 ShLo 

4.000 - 

fllooo ShGh ° KaCmFthCmEc gL 

0,006 ShCiPthCmEchflo 

1.000 ~ 

0,200 ScCmFtrCmEegDorBo 

, 2*100 - 

SoCmFthCraEcgDrohBoXpd 
2 « 800 « 

0,485 SjnQhCm F thFtrCmEdg 
7.280 DcbrtfBoXpd 
0*280 ShCiFtnCpBo 

3.000 - 

0,100 ShClBo 

1.000 - 

0,048 S Cl Bo 
0,640 - 

0,144 ScCpFthCoDopEcgXpd 
1*800 - 

0.120 ShCoFtrCmEcgDorBo 
1,000 - 

^.360 SmQamCmEagDfhrtBoXpd 
13,600 - 

0,042 CIBo 
0,700 - 

0.010 C FtrC B B B 
0.100 - 

0.760 SoCmFfcrCDBogDorBo 
12.800 

0 . 100 ShClFtrCnEcgBoXp 
L+iooo- ■ 

0*20Q ClFtrCpBo 
| 3*100 - 
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' | SAUK RAPIDS 

* SAVAGE 
SCANLON 


S DAK OP EE 


SHERSURM 

SHOREVIEW 


9 SILVER BAY 

10 SILVER LAKE 

1 1 SLAYTON 

lJ ' SLEEPT EYE 

1 ) GOUDA!! 

M SOUTH IHTERNATIONAL 
FALLS 

l * SOUTH SAINT PAOL 
16 SPICER 

> 7 SPRINGFIELD 

18 SPRING GROVE 

19 SPRING VALLEY 

10 STAPLES 

** STARGUCK 

STEPHEN 
M BTEBART 

24 STEWAItTVILLB 

** j STILLWATER 

26 ; TACONITE 

27 TAYLORS FALLS 


2« THIEF JUVER FALLS 



“ ~ Mississippi flvier 

- M1803-10B Minnesota River 

- SLiOE Saint Louis River 

~ H1925E-65B Red Eye River 

- U180B-20E Minnesota River 


- x Marsh River to Red 

~ “ Rivor of the Worth 

“ MI 325-435- Turtle Lake to East Fork 
~ of Res Moines River 

•7 “ Mississippi River 

~ - Lake Superior 

“ * Silver Lake 

- M1325-500- soil absorption or 

- l&E Beaver Creek 

- M18Q3~65£t Sleepy Eye Creek 

- -5E 

- * East Two Rivera 

” x Tilson Creek to 

~ “ Rninv Lake 

- M1005E Mississippi River 

- - Woodcock Lake 

- U10OQ‘65Er Cottonwood River 

- 25E 

- M1615.2-20E Spring Qroye Creek 

- M1657-35E- spring Valley Creek 

- 25fi 

- M1925E-30B Hayden Creek 

- M1800~!25E“ Lake Emily Outlet to 

•* 35E Chlnoewa River 

- 1U05E-15E Teraarao River 

- M1839-35S- Buffalo Creek 

- 30E 

- M1657-45Et North Branch of 

- 20B Root River 

- 111775* 5-23B Saint Croix River 

*• M2105E-x«;c Holman Lake Outlet 

- M1775.5-50E Saint Croix River 

- R140E-55B Red Lake River 

X East Two Rivers to 

- - Lake Vermilion 

- M1808-65E- North Branch of 

- 4QE-* Plum Creek 
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COMMUNITY, SEWER 
OR 

SANITARY DISTRICT 
INSTITUTION 


TR OSWALD 
TRUWAN 
TWIN YALLET 
TO HARBORS 
TILER 
(TUN 

verndale 

VERNON CENTER 
VICTORIA 

vmrnK 

IABASHA 
WA BASSO 
■A COM I A 
WADENA 
WAITE BARK 
WALDORF 
TALKER 

WALNUT GROVE 

tmtmo 

WANDA 

WARREN 

WARROAD 

WASECA 

WATERTOWN 

WATERVILLE 

f ATKINS 

WATSON 

WAVEHLT 

■AIZATA 

welcowe 


Crow Wing 

Martin 

Noroan 

Lake 

Lincoln 

Clay 

Wadena 

Blue Earth 

Carver 

Saint Louia 

Wabasha 


i960 

Population 


Estimated 

Population 

Served 



Des'd 

For 

«3 

Average 

G u, 

DailyFlow 

o! £ a 

MGD 


P.E. 

<02 

(1000‘s) 


19 62 PAtiB 


TREATMENT FACILITIES 

TREATMENT 


101 

90 S 

X 

- 

1,25b 

1,130 3 

X 

0.130 

- 

- 

- 

2.000 

841 

760 8 

X 

- 

4,695 

4,230 S 

X 

1.500 

- 

- 

- 

9.000 

1,138 

1,020 3 

X 

0.175 

- 

- 

- 

1.974 

48L 

430 3 

X 

0.075 

- 

- 

1.400 

606 

550 3 

X 

0.063* 

- 

- 

- 

1,060 

333 

300 3 

X 

0.030 

~ 

- 

- 

0.500 

425 

380 S 

X 

0,075 


- 

- 

0,875 

14,034 

12,630 S 

X 

1.500 

- 

~ 

- 

20.300 

2,580 

2,250 B 

X 

0.160 


Redwood 

789 

710 

Carver 

2,048 

1,840 

Wadena 

4,3B1 

3,940 

Stearns 

2,016 

1,810 

Waseca 

270 

240 

Casa 

1,180 

1,060 

Redwood 

886 

800 

Goodhue 

540 

490 

Redwood 

160 

140 

Marshall 

2,007 

1,810 

Roseau 

1,309 

1,180 

Waseca 

5*898 

5,310 

Carver 

1,046 

940 

La Sueur 

1,623 

1,460 

Keeker 

744 

670 

Chippewa 

267 

240 

Wright 

574 

520 

Hennepin 

3,219 

2,900 

Martin 

733 

660 


2,660 - 

0,055 CiBo 
0.900 - 

0.200 ScOhCmFthCmFtr CmEoDrllc Bo 
5.600 . - 

0.920 SchOmCmFthCmFtCinEaB 
10.500 DfanrUcBo 

0.125 ShCiBgBo 

2.100 - 

x CiFthCmEahBo 
0.630 - 

0.075 ShCmFtrCmEcgDoBo 

1.200 , 

0.14S CtnFthCmEogDo pBoXpdt 
1.920 •_ 


0.033 CiFtrCwEohBo 
0.490 - 

0.180 Lo 
3.300 - 

0.230 ScCmEcBo 
2.600 - 

0.500 SfhFthCoFthCmEogHoZlVv 
12.500 - 

0.065 CiBo 
1.000 - 

0.360 SrCmFthrCmBogDorBo 

7.200 - 

0.110 ShCnFthCmEcZlB 
2.830 - 

0.025 ShCiFtnCpEo 
0.310 - 

0.094 cie b 
1.560 ~ 

0.670 ScCraFtrFthCfltFeEcBDrtBo 

5.200 - 
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STATE 

MINNESOTA 

VliAR 

1962 

PAGE 14 of 16 

LIVE 

VO 

COMMUNITY. SEWER 

DRAIN- 

ACfE 

BASIN 

"WATER- 
COURSE i 
MILEAGE 

DISCHARGE 

TO 


PR. (BOD) 

Pollution 

Abarcmcm Needs 

REMARKS 


UN- 

TREATED 

WASTE 

OR 

SANITARY DISTRICT 
INSTITUTION 

Maj. 

Min 

Sub. 


DIS- 

CHARGED 

WASTE 


9 

10 

10a 

11 

12 

13 

14 

13 

1 

TROKltALD 

U1 

- 

- 

Lake Mahnomen 

X 

0 




3 

- 

- 


X 

- 


2 


uu 

- 

M1B08-50E- 

Ultoh to Perch Creek 

X 

7 




4 

- 

x-x 


X 

- 


5 

Tllff VALLEY 

UU 

- 

R200E-I5E- 

Wild Rice River 

X 

0 




1 

- 

15E 


X 

- 


4 

TIO HARBORS 

WL 

- 

- 

Agate Bay to 

X 

7 




23 

“ 

- 

Lake Superior 

X 

- 


5 

TILER 

UU 

- 

U10O8-U5E- 

Soil absorption and over- 

X 

7 




4 

* 

75E-X 

flow to Co. Ditch 14 

X 

- 


6 

ULEK 

UU 

- 

R200E-I5E- 

South Branch of 

X 

X 




1 

- 

20 E 

Wild Rice River 

X 

- 


7 

VERS DALE 

uu 

- 

X 

Wing River 

X 

7 

•Includes domestic) ..0583 end 



3 

- 

- 


X 

- 

industrial flow .0050 

e 

S 

VEfWON CENTER 

UU 

- 

IU808-50E 

Blue Earth River 

X 

7 




4 

- 

- 


X 

- 


9 

VICTORIA 

UU 

- 

X 

Hitch to Lake Auburn 

X 

7 




4 

- 

- 


X 

- 


10 

VIRGINIA 

WL 

- 

X 

East Two Rivera 

X 

7 




23 

- 

- 


X 

- 


11 

VA BASRA 

uu 

- 

UL724 

Mississippi River 

X 

7 




6 


- 


X 

- 


12 

f A BASSO 

UU 

- 

M1809-1 lOE- 

Ultoh to Big 

X 

4 




4 

- 

LOE-x-x 

Sleepy Eye Creek 

X 

- 


15 

WACOM I A 

UU 

- 

U1808-25E- 

Waoonia Lake to 

X 

X 




4 

- 

x-x 

Carver Creek 

X 

- 


14 

WADENA 

UU 

- 

M1925B-45E- 

Union Croek to 

X 

7 




3 

- 

10E 

Redeye River 

X 

- 


IS 

WAITE PARK 

UU 


M1883E-IOE 

Sauk River 

X 

4 




3 

- 

- 


X 

- 


IS 

WALDORF 

UM 

- 

MIB08-50E 7 

Little Cobb River 

X 

7 




4 1 

- 

X-X 


X 

- 


17 

WALKER 

UU 


- 

Leech Lake 

X 

5 




3 

- 

- 


X 

- 


IS 

WALNUT GROVE 

UU 

- 

U18O0-65E T 

Ditch to Plun Creek 

X 

7 




4 

" ! 

40E-X 


X 

- 


19 

WAMAUIKOO 

UU 

- 

M1714-4QE . 

North Branch of 

X 

0 




6 

- ' 

“ 

Zumbro River 

X 

- 


20 

VANDA 

UU 

- 

- 

Willow Lake 

X 

,7 




4 

- 

- 


X 

- 


21 

WARREN 

UU 

- 

- 

Lagoon 

X 

7 




1 

- 

- 


X 

- 


21 

1ARR0AD 

uu 


X ' 

Warroad River 

X 

7 




2 

- 

*- 


X 

- 


31 

WASECA 

UU 

- 

U1808-X 

LeSueur River 

X 

7 




4 

- 

“ 


X 

- • 


34 

WATERTOWN 

UU 

- 

U1839-23E, 

South Fork of 

X 

4 




3 


- 

Crow River 

X 

- 


35 

1ATERVJLLE 

UU 

- 

- 

Lake Sakatak 

X 

7 




6 

- 

- 


X 

- 


IS 

WATKINS 

UU 

- 

X* 

Creek to Clearwater Lake 

X 

X 




3 


- 


X 

- 


27 

WATSON 

UU 

— 

uieoa-t258- 

Chippewa River 

X 

X 




4 

- 

IOE 


X 

- 


3a 

f AVSRtiT 

UU 

- 

- 

Lake faverly 

X 

4 




3 

- 

- 


X 

- 


29 

VAIZATA 

Ull 

-• 

- 

Lake Minnetonka 

;X 

7 




6 

- 

- 


X 

- 


30 

WELCOME 

UU 

- 

U180B-50E- 

Center Creek 

X 

0 




4 

- 

x-x 


X 

z. 
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STATE 

MINNESOTA 


YEAR 


1962 


PAGE 15 of 16 


JNE 

\a 

COMMUNITY, SEWER. 

)RA!N* 

AGE 

BASIN 

WATER' 

COURSE 

MILEAGE 


P.E. (BOD) 

1 

z 

il 

3 Si 

3 1 
3*5 

DISCHARGE 

TO 

UN* 

TREATED 

WASTE 

OR 

SANITARY DISTRICT ^ 
INSTITUTION K 

**>■< 

lio. 

ub 


DJS* 

CHARGED “ 
WASTE c 



m 

nai 

11 

12 

HKERfll 

111 

1 

1ELLS 

UK 

- 

MI80S-50S- 

Ditch to Maple River 

X 

7 



4 

- 

x-x 


X 

- 

2 i 

lESTBROOK 

ini 


X 

Ditch to Highwater Creek 

X 

7 



4 

- 

- 


X 

- 

* 

VEST CONCORD 

UM 

- 

ML714-25Er 

North Middle Branch of 

X 

2 



6 

- 

x-x 

Zumbro River 

X 

- 

* 

ICST SAINT PAUL 

DM 

6 

- 

- 

Mississippi River 

- 

- 

s 

1HEATCH 

m 

- 

R310E-10E 

Muatinka River 

X 

7 



1 

- 

- 


X 

- 

4 

lariB BEAR LAKE 

UM 

- 

- 

Goose Lake 

X 

7 



6 

- 

- 


X 

- 

7 

IILLIAK3 

UM 

- 

X 

Zipple River 

X 

7 



Z 

- 

- 


X 

- 

i 

I1LLHAR 

UM 

- 

ttl803-T25E~ 

Co* Ditch » 23 to 

X 

7 



3 

- 

40E 

Lake Wagonga and" 

X 

- 

9 

IIUOKT 

TJM 

- 

MR810-65E- 

Jack Creek 

X 

0 



11 

- 

80E-35B 


X 

- 

14 

1 IN DON. 

UM 

- 

U1325-445E 

Des Moines River 

X 

X 



11 

- 

- 


X 

- 

11 

1INNE0AGO 

UM 

- 

M1808-50E- 

Blue Earth River 

X 

0 



4 

- 

20E-10E 


X 

- 

If 

fINOSA 

UM 

- 

*1688 

Mississippi River 

X 

7 



6 

- 

“ 


X 

- 

13 

1IRTHR0F 

UM 

- 

M180Q-40E7 

Ditoh to Rush River 

X 

7 



4 

- 

X-X 


X 

- 

U 

VINTON 

UM 

- 

- 

Fall Lake 

X 

7 



4 

- 

- 


X 

- 

u 

IQLYERTON 

UM 

- 

R260E 

Red River 

X 




1 

- 

- 


X 

- 


IOH1HINQTON 

l)M 

- 

M1325-463-8 

Judicial Ditch H 12 to 

X 

7 



n 

- 

-6-25E 

Okabana Creek 

X 

- 

17 

ITKOFF 

UM 

~ 

X 

Creek to Middle Branch of 

X 

7 



6 

- 

- 

Root River 

X 

- 

K4 

ZUUBROTA 

UM 

- 

U1714-30E 

Zuobro River 

X 

7 



i> 

- 

- 


X 

- 

1? 

CANNON FALLS 

UM 

- 

M1756.9-20E 

Cannon River 

X 

i 


Mineral Springs San* 

6 

- 

- 


X 

- 

10 

CHASKA 

UM 

- 

II180Q-30G 

Minnesota River 

80E 

0 


Nudeura Sanitarium 

4 

- 

- 


BOE 

- 

21 

CROOKSTON 

UM 

- 

R140-40E 

Red Lake River 

X 

X 


Eunnyresfc Sanitarium 

l 

- 

- 


X 

“ 

12 

DULUTH 

n 

- 

X 

Mission Creek 

X 

X 


Kopenlnj? Sanatarium 

23 

- 

- 


X 

- 

n 

OLEN LAKE 

UM 

- 

- 

Land 

X 

7 


KoaaSoh* lor Soya 

6 

- 

- 


X 

“ 

u 

CRAIKTB FALLS 

UM 

- 

U10OB-1L5B 

Minnesota River 

X 

* 


Riverside Sanitarium 

4 

- 

- 


X 

- 

2 $ 

HASTINGS 

UH 

- 

M177*2-x 

Vermilion River 

X 

7 


State Asylum 

6 

- 

- 


X 

- 

76 

HENNEPIN COUNTY 

U* 

- 

- 

Marsh 

X 

7 


Crystal Bay Hill Soli 

L 6 

- 

- 


X 

~ 

21 

LAKE PARK 

UU 

- 

R225S-35E 

Creek to Buffalo River 

X 

X 


Surmyside Sanitarium 

1 l 

- 

- 


X 

“ 

7» 

MOOSE LAKE 

UK 

- 

M1775*3-90E 

• Moose River to 

X 

7 


State Hospital 

5 

- 

-50B 

Kettle River 

X 

"* 

79 

MUDBAOEN 

Ul 

- 

X 

Minnesota River 

X 

0 


Mudbaden Sanitarium 

u 


- 


60E 

“ 

30 

OAK TERRACE 

c 

H 

M 1808- x-x 

Swamp to Nine Mil® Creek 

X 

S 


Olen Lake SanatarluD 

!q 

11 



X 

XL 


REMARKS 


"South Fork of Crow iUvor. 
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STATH 

MINNESOTA 



MINNESOTA 


Co~n\mity or facility 
providing sever service 

AUSTIN 

BORE! 

WMII-MAIN PLANT 

EYELETH 

LINTSTRCM 

MINNEAPOLIS -SAINT PAUL S.D. 


MOORHEAD 

RUSHFGRD 

SAINT CLOUD 


Communities and/or 
facilities served 

Maple view 

Coleraine 

Proctor 

Fayal IWP 

Chisago City 

Arden Hills 
Bloomington 
Brooklyn Center 
Columbia Hgta, 
Crystal 
Edina 

Falcon HgtB. 
Fridley 
Golden Valley 
Hilltop 
Hopkins 
Maplewood 
Minneapolis 
Morningside 
New Brighton 
New Hope 
N. Saint Paul 
Osseo 
Richfield 
Robb in d dale 
Roseville 
Saint Anthony 
Saint Louis Park 
Saint Paul 
Shoreview 
W, Saint Paul 

Dilvorth 

(City) 

Ruebford (Village) 




Sauk Rapida 



The data for this State have been collected 
with the helpful cooperation of the: 


Missouri Water Pollution Board 
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A SR GROVE} 


AU1YASSE 

AVA 

South Plant 
AVA 

Meat Plant 

BARING 
North Plant 
BARIKO 
South Plant 


BISMARCK 


La f aye t to 


Latrence 


CaUaaay 


Douglas 


Douglas 


Stoddard 


Harrison 


Saint Francois 


Gasconade 


Jackson 


blue springs 

Plant if l 
BLUE SPRINGS 
Plant i z 

BOLIVAR 
800HVILLE 
BOILING GREEK 
BRANSON 
BROOKFIELD 
BRURSHCK 
BUCKLIN 

He«»r*aTii*ed Sch D #2 
BUCKNER 


BURLKMION JUNCTION Hoda.ay 


Charlton 


1,000 S X 0-110 Lo 

MOO ~ 

1 f 4 10 S x 0*190 ShCmAraCmDorBo 

2.500 - 

360 S 0.032 0,030 Lo 
0.300 - 

350 S* x* x» GhCIFtnBo* 


870 S x 


x ShCraFtrCmDoBo 
1.600 - 


4,000 S 0.550 0,119 ScCmFtrLoVv 
11.360 - 
390 S x x Co 

“ x 

loo S X 0.090 Lo 

0.900 - 

1,200 S x 0.180 Lo 

1.800 - 

215 S x 0.010 Lo 

O.UO * 

215 S* x 0.026 Lo 

0.260 - 

965 S x 0.200 Lo 

2,000 - 

4,800 S x 0.400 SoGhCmAaCm*Vv 

4.000 (under construction) 

500 S x 0,100 Lo 

1.000 - 

1,580 S x 0,250 Lo 

2.500 - 

2,480 8 x 0.250 CiFtrCpBo 

2.500 - 

995 S x 0.120 ShCiFtrBo 

1.200 - 

525 S 0,050 0.080 ShCiFtnBo 

0.000 ~ 

1,600 S x 0.180 Lo 

1.800 - 

800 S x 0,100 Lo 

1.000 - 

3,100 S 0,300 0,500 SmCmFthCmDoBo 

5.000 - 

* - None 

2,500 S x 0,300 Lo 

- 3.000 - 

2,000-S S 0,360 0.329 ShCraFthCmDoflo 
3.200 - 

4,200 S 0,600 0.700 SmC&FtrCmDcmrBo 

- - 7.000 - 

990 8 x x None 

x (S.T.P, under construe LI on) 
400 S 0.008 0.008 CsFa 

~ 0,400 - 

!>100S x 0.100 Lo 

• " • - - 1.000 - 

1.220 S 0.150 0,180 SoCuFtrCmDoBo 
“ x 

4 50 S 0.030 - None 







112 
















INVENTORY OF MUNICIPAL WASTE FACILITIES 


1 STATE 

YEAR 


1 

MISSOURI 

1962 

j PAGO 1 of 16 


UM 

VO 

COMMUNITY, SEWER 

DRAIN- 

AGE 

flASLN 

WATER- 

COURSE 

MILEAGE 


P E. (BOD) 

un 

i 

f! 

- « 
O.Ci 

U< 

REMARKS 

DISCHARGE 

TO 

UN- 

TREATED 

WASTE 

OR 

SANITARY DISTRICT 
INSTITUTION * 

4aj.L 

It*. 

ub. 


sum 

KuSuJflE 



m 

ESI 

11 

12 

HHEBHBI 

mi 

IS 


amiiah 

SI 

- 

5173. 6-BO- 

Branch af Heat 

1 ,OOOE 

7 




14 

~ 

12 

near Creek 

IOOE 

- 


1 

A1BAHI 

UR 

- 

0142-41-3 

East Fork of 

X 

7 




n 

- 

- 

7rnnd River 

X 

- 


i , 

AHA 

UR 

- 

UR300E-X-* 

No discharge 

360 

7 




IS 

- ■ 

- 


0 

- 


1 

ARCADIA 

SU 

- 

SH670-275B 

Stouts Creek 

X 


"flaw System is now under construction. 



6 

- 

-x-x 


X 

- 


* 

ASH GROVE 

UR 

- 

0235.3 

Branch of 

X 

7 




14 

- 

-62-15 

Pickerel Creek 

X 

- 


i 

AURORA 

SM 

- 

G(N ) 131- 

Douger Branch 

5i IOOE 

7 




4 

- 

100-15 


X 

- 


I 

AUIYASSE 

UR 

- 

UL19. 7-34-3 

Bynum Creek to 

X 

4 




IS 

- 

- 

Auxvasse Creek 

X 

- 


1 

AVA 

su 

- 

W430-50-13 

Covakin Creak to 

IOOE 

7 



South Plant 

& 

- 

- 

White River 

IQE 

- 


9 

AYA 

su 

- 

W430-50-1? 

Cowukin Creek to 

1,B00E 

7 



fast Plant 

5 

- 


White River 

1B0E 

- 


W 

BAATHO 

uu 

~ 

F39-19 

Bridge Creek, Fablus, and 

X 

7 



SortK Plant 

12 

- 

- 

UlselflRinnt Rivers 

X 

_ 


11 

BARING 

UU 


F59-18 

Bridge Creek, Fablua, and 

X 

7 

"Under construction. 


South Plant 

12 

- 

- 

Ulaslssl rn>l RiveCO 

X 

- 


11 

BRILS 

UU 


U89-10-2 

Kline Branch 

X 

7 




19 

- 

- 


X 

- 


11 

BELTON 

UR 

- 

ono-5-17 

Branch of East Creak 

X 

7 

"Filtration of Taw sludge. 



14 

- 

- 


X 

- 


ii : 

SEtfTON 

SU 

- 

X 

Coney Creek to Little 

500B 

7 




6 


- 

River Drainacre System 

50 E 

- 


11 

BEEHIE 

SU 

- 

X 

Little River Drainage 

X 

7 




6 

- 

- 

ftvatem 

X 

- 


l* 

EETHMtX 

UR 

, 

G10Q-20-1 

East Branch of 

2,480 

5 




1? 

- 

- 

Rler Creek 

l.nno 

- 


lJ ! 

BISMARCK 

UU 


U34-69-3 

Beard Branoh of Big River 

995 

2 




19 

- 

- 



- 


tt 

BLAND 

UU 

- 

U94-8-6 

Branch of Dry Fork 

475 

1 




19 

- 

- 


150E 

- 


19 

biue apaiuas 

UR 


U325-25 

Sni-A-Bar Creek 

1, 600 S 

7 



Plant * 1 

12 

- 

- 


L60E 

- 


K 

BLUE 3FJUN0S 

UR 

- 

U325-25 

Sni-A-Bar Creek 

800 E 

7 



Plant * Z 

12 

- 

- 


BOB 

* 


11 

BOLIVAR 

UR 

_ 

0187.2-65*»5 

Tom Branoh 

4,800 

7 




14 

- 

- 


640 

- 


» 

BOONttLLEJ 

UR 

_ 

H196.2 

Missouri River 

5.300E 

0 




12 

- 

- 


5-300E 

- 


H 

BOILING GREEN 

UU 

- 

Ml, 267 -21- 

Pino Creek to Salt River 

2,500E 

7 




12 

- 

23-5E 

Migeiflelooi River 

250E 

- 


11 

BRASfSQN 

SU 


SU591-340B 

Lake Taneycomo and 

7,060" 

7 

"■Industrial P.E. 4,050. 



5 

- 

- 

White River 


- 


24 

BROOKFIELD 

UR 


□32-3-20 

Ditch to West 

4,400 

7 




13 

- 

- 

Yellow Creek 

440 

- 


» 

8run3iick 

UR 

<• 

<S5 

Grand River 

1,740 

7 




13 

- 

- 


1.740 

- 


II 

BUCKLIN 

MB 

; - 

031-24-9 

Branch of Mussel Fork 

400 

7 



Reorganised Soh D j fZ 

13 

- 

- 


40 

- 


W 

j B (OTHER 

UR 

L - 

U334-7 

Fire Prairie Creek to 

1, IOOE 

X 




12 

1 - 

- 

Utsenurt River 

lioe 

- 



BUFFALO 

UR 

t “ 

0187*2- 

Branoh of Lindley Creek 

I,700E 

7 




14 

fc - 

48-30 


250E 

- 


» 

BURLINGTON JUNCTION 

UR 

- 

U480.9-T1-6 

Nodaway River 

450 

0 




12 

- 



450 

- 
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INVENTORY OF MUNICIPAL WASTE FACILITIES 



COMMUNITY, SEWER 
OR 

SANITARY DISTRICT 
INSTITUTION 


CALIFORNIA 
North Plant 
CALIFORNIA 
South Plant 

caudenton 

North Plant 
CAMDENTON 
South Plant 
CAMERCN 

CAMPBELL 



Estimated 

Population P °H a ' i ° n 

r Served 



TREATMENT FACILITIES 


TREATMENT 


Dcs’d j 
Pot 

Average 

□aityFlow 

MOD 

P.E. 

( 1000’s) 

7 


0,180 0,760 Lo 
7,600 - 

x 0.320 Lo 
0.630 - 

3.350# 0.300 SoCmPtrCmVv 
- 3,000 7 Aa(Cftvit£»tor)Cp«» 

0,110 0,200 CmFtrCmDoBo 


0,200 0.400 EoCmFtrCmFaDoBo 
4.000 - 

3.1C0E 0.260 Lo 


CAPE GIRARDEAU 
CARL JUNCTION 


CARROLLTON 


CARTERVILIE 


CARTHAGE 


CARUTUER3VILLE 


CA3SYILLS 


CENTRALIA 


CHARLESTON 
CHILL ICGTHfi 
CLARENCE 

ci mm 

South East 
CLINTON 
South Vest 
COLE CAMP 

COLUMBIA 
Plant * I 
COLUMBIA 
Plant H 
COLUMBIA 
North 
COLUMBIA 
ftemth 


Capa Girardeau 


Pealscott 


Mississippi 
Livings ton 


0.050 0.360 Lo 

3.600 (under construe tion) 

0,580 0,600 QnCmFtrCmDohBo 

6.000' (under construction) 
* - None 

x 1.200 GaCfnFtrCmVv 

12.000 - 

x - , None 


x 0.364 

3.640 
x 0,048 

0,480 
x 0.500 

5.000 

X 0.300 

4.000 
x ,0,054 

0.540 

0.510 0.750 
7.500 
X 1,300 

13.000 
0.500 0.051 
0.850 


So CmFtrCmDoBo 


ShCraFtrCmVvXf 


SmSoOwCraFtrCmDrXd 


X 0.820 

8.200 
x 0.12Q 

12,800 
0.030 0.120 
1.200 

x 0,200 

20,000 

1.800 1.000 

r 15,000 

x 0.192 

- 1.920# 

X 0.090 

0.920# 


ShCiFtrBo 


ShCiFtrCiBo 


SmGm ( OftCm) AaCm&chBo 
OmCinFtrCcnDchBo 














INVENTORY OF MUNICIPAL WASTE FACILITIES 


COM'IUNITY, SEWER 
OR 

HKITAltV mSTRECT 
IKSHTUTTON 


{ALIFORM t A 
V.7\h PUnt 

WllfOtWIA 

Plant 

cai:otos 

i:rtb Plant 
MOTH 
Is^th. Plant 

mam 

CAIrSELL 

flLYlOSt 

MFZ GIRARDEAU 

C43L JlWCfTCOM 

CA53QLLTOH 

CA3TERVJLLE 

CARTHAGE 

UaimSft3VfUE 

CA ILLS 

cartEE 

CtttlULM 

CHAfFES 

envois 
| CHARLESTON 
cariAicoTtia 
cuaaics 

CLINTOJ 
South East 
CUKtOK 
$*alh feat 
CCiJS CARP 

TOLWETA 

Pint I 1 

toUFUBIA 

Phot f a 

COLUMBIA 

SfaHb 

COCUKBIA 

itwtih 



Ml - 
14 - i 

C282-8-5 

MI - 

If - 

X 

MR - 
12 - 

K157, 5-11-9 

MR - 

15 _ 

11137,9-32-3 


0108-5 

■ 

0112*5-5 

MR - ' 
13 - 

G5B-50-5 

SM - 

SM670-155S* 

6 - 

x-x 

UH - 
12 - 

Mi, 326 

UH - 
22 - 

Ml, 035 

Sit - 
4 - 

0(N) 131-36- 
2 

MR - 
12 - 

M267,5-14. 

SM - 

4 - 

G(N) 131- 
36-L1 

SI - 
4 - 

G(NH3t-69 

SM - 
6 - 

UB70,8 

5M - 
5 - 

N549-.8-30- 

25-20 

Ul - 
1C - 

527-25-12- 

UM - 

S77-13-32 


Piney River 


Moreen Creek 


- - to Holt River 

- S77-13-32 Qoodwater Creek to 

- -3E Salt River 

- x Drainage ditoh 

- H1L6E Missouri River 

- SM920E-X-X Drainage ditoh 

- 060-4 North Orand River 

- BB7* 5-3 Crooked Creek to 

- - Salt River 

- 0175.6-37-Q Coal Creek to 

<- - Grand River 

- : 0175*6-4? Orand River 

- 0171-22 Cols Carop Creek 

- ML70-il-5-<l Flat Branch 

- U170-U-5 , Hinkaon Creek 

- M170-17,5- Bear Creek, Rooky Fork, 

- 4,5-2 Perohe Creek ft Missouri R 

- M 170-11-4 Hinkson Creek 


* Includes industrial vasts. 
*" Industrie l vasts treatment. 


«Thls is a temporary 
on 400 P.E. ner aore, 
•This is a temporary 
on 400 P.B, rer aore. 


115 









EAST PRAIRIB 

EDINA 
riorth East 

EDINA 

South Vest 
ELLISVILLE 

ELDON 
Plant H 1 
t'LDON 
Plant ¥ 2 
ELDON 
Plant ¥ 3 

ELDON 
Plant A 4 


INVENTORY OF MUNICIPA L WASTE FACILITIES 

STATE 

MISSOURI 

~ P.E. (BOD) ^ 

WATER- DISCHARGE ™Vlkrn~ ^ 

--..■ner TREATED _c 

COURSE WASTE §5 

MILEAGE 55£ 1 § 

CHARGED T$-§ 

WASTE __ 

r it — 12 " lv ,,_ ii 

W202. 2-9*3 Davis Creek 500E 7 

-51-L1 50E - 

11202.2-9*3 Panther Creek 600E 7 

-61-6 120E - 

W549.S- Crane Creek 500S 7 

50-16 60S - 

050-5- Branch of Tavern Creek 400 7 

40 - 

VHi,L13E PUttin Creek . 3,600E 0 

3. 600E - 

U94-U-7 8rush Creek 1,000C 4 

100S - 

U94-11-7 Brush Creek 400E 7 

50E - 

0175. 6-32-3 RaL t Creek 600B 7 

60S - 

J50 Joachim Creek 5 t OOOS 2 

500B - 

SM670-175E Ditch ff Si to 6 W 000E 7 

-x-x flt. Francis River l.nnOB - 

09*9-60 Maries Creek 1,300E 7 

1 50E - 

W264, 0-96.2 Currant River 1,300E 0 

-5K3 1.300EJ - 

x Mormon Creek 595 x 

90 - 

x Drainage ditch 3,000£ 7 

300G - 

FLI-44-R25 South Fabiuo River 900S 7 

90S - 

FLM4-L.25-4 Fablus River 400E 7 

40S - 

■ x Intermittent creek 2,000 x 

300 - 

M137.9-34 Blythe's Creek 2,400E 7 

_o i _ n 240E - 


COMMUNITY. SEWER 

DRAIN- 

AGE 

BASIN 

WATER- 

DISCHARGE 

OR 

SANITARY DISTRICT 
INSTITUTION 

“•'Sub 

Mm. 

COURSE 

MILEAGE 

TO 

12 

Davis Creek 

9 

CONCORDIA 

North Plant 

10 10a 

MR - 
12 - 

11 

W202. 2-9*3 
-5i-U 

CONCORDIA 

South Plant 

UR - 
12 - 

11202.2-9*3 

-61-6 

Panther Creek 

CRAXE 

SM - 
5 - 

W549.8- 

50-16 

Crane Creek 

CROCKER 

HR - 
14 - 

050-5- 

Branch of Tavern Creek 

CRYSTAL CITY 

II H - 
22 - 

VU1 , L13E 

PUttin Creek 

CUBA 

UM - 
19 - 

U94-11-7 

8rush Creek 

CUBA 

on - 

19 - 

U94-11-7 

Brush Creek 

CEEPJATER 

UR - 
14 - 

0175.6-32-3 

Ralt Creek 

DESOTO 

UN - 
22 - 

J50 

Joachim Creek 

BEATER 

SM - 
6 - 

SU670-175E 

-x-x 

Ditch ff 81 to 

Rt. Francis River 

DIXON 

MR - 
14 - 

09.9-60 

Maries Creek 

DONIPHAN 

SH - 
5 - 

W264, 0-96.2 
-51*3 

Currant River 

‘ DBEXEL 

MB - 

X 

Mormon Creek 


21 

ELDORADO SPRINGS MR 

14 

n ! 

ELSBEflRY Ul 

V 

24 

EXCELS iOR SPRINGS MR 

12 

21 

FAIRFAX MF 

12 

26 

FARMINGTON SM 

6 

2T 

FAYETTE MI 

12 

2$ ; 

FE5TUS UU 

22 

29 

FLAT RIVER l» 

19 

30 

FREDERtCKTCW SM 

6 


- x Intermittent creek 

- M137.9-34 Blythe's Creek 

- -21-8 

- ML37.9-34 Blythe's Creek 

- -21-8E 

- U130-61-U Saline Creek to 

- - Ofnfire River 

- U137*9-34 Blythe 1 s Creek 

- -21-8E 

- 0253.9-15-3 Walnut Creek 

- Ml, 240 Uisslsslppi River 

- H337. 9-1,3 Fishing River 

- -9.5 

- M523. 5-13,2 Tarkio River 

- SU670-250E Branch of Wolf Creek 

- M191.6-22 Bonne Femme River 

- UlU, l 13” x-x PUttin Creek 

- M34-90 Flat River 

- SM67O-260B Saline Creek 

- -x-x ' 


2,600 El 7 
500 E - 

i,200E 0 
1.20QE - 

5, 600E 7 
560E - 

720 0 
720 - 
5, 600E 7 
Knooe - 

2, BOQE 7 
280S - 
7.000E 0 
7.OO0B - 

3,720 2 
2.5(50 - 

3,000 7 
450 - 


196s page 3 , of 16 

REMARKS 


117 


INVENTORY OF MUNICIPAL WASTE FACILITIES 


OLADSTCHE 

8o!l!n? Harts pit ff \ 
GLADSTONE 

RolHnir H*ts Pit / 2 
GLADSTONE 

BoUin«r Hojts Pit f 3 
OLAD3TOHQ f 10 

GLADSTONE 
Headowbrook H 
GLADSTONE 
North Haven Subd. 
GLADSTONE 
Nortbrid^a Plant 
GLADSTONE 
Oak Park Plant 
GLADSTONE 
Park Tovar SuW* 
GLADSTONE 
Roaovood Addition 
OLA SOOT 

GOLDEN CITY 

QRANDVIEV 

GRANT Cm 

GREENFIELD f l 

GREENFIELD 1 2 

GREENFIELD s -1 




INVENTORY OF MUNICIPAL WASTE FACILITIES 


STATE 

MISSQVM- 


JL9fe. 


pace ^ Qf l6 


LLS'E 

VO 

COMMUNITY, SEWER 

DRAIN- 

AGE 

BASIN 

WATER- 

COURSE 

MILEAGE 


P. I-. f MODI 

| 

REMARKS 

DISCHARGE 

TO 

■HR 

lESEuoi 

OR 

SANITARY DISTRICT 
INSTITUTION 

Mj| 
A(in . 

Sub. 


Bite 


______ 

u 

m 

11 



m 

J 5 

1 

FRIENDLY ROUES 

MR 

-T 

U36S.7-26 

Branoh to Indian Creek 

300 

L 




12 

a 

-.7-1. 5-1 


75 

- 


2 

rtiL , rofi 

UR 

- 

UL19.7-G-11 

Stinson Creek 

10.600E 

7 



Plant 0 1 

12 

a 

- 


1- 10013 

- 


J 

miTon 

m 

- 

Ill 19-7-8- LO 

Smiths Branoh to 

X 

7 




12 

* 

-IE 

S-Mnaon Creek 

X 

- 


4 

rULTOIl 

MR 

- 

UU9. 7-8-10 

Smiths Branch to 

450E 

7 




12 

~ 

-1 

stlnnon Creek 

50E 

- 


5 

CALLATIN 

UR 

- 

090 

Grand River 

1,300 

4 




13 

- 

- 


210 

- 


6 

GLAD3X0NS 

UR 

~ 

U360.8-14E 

Creek to Missouri River 

700 

7 

"Liquid sludge. 


Rol l in«r Ht^ta Pit 0 l 

12 

- 

- 


140 

- 


7 ■ 

GLADSTONE 

UR 

- 

U360.8-14E 

Creek to Missouri River 

X 

7 

"Liquid sludge. 


Rollins? Ikta Pit f 2 

12 

** 

- 


X 

- 


* 

GLADSTONE 

UR 

- 

W360.0-14E 

Creek to Missouri River 

700 


"Liquid sludge. 


RolHn«r llgta PLt # 3 

12 

- 

- 


MO 

- 


9 

GLADSTONE 0 10 

UR 

- 

H360.8-14E 

Creek to Missouri River 

X 


"Temporary facility. 



12 

- 

- 


X 

- 


to 

0 LADS TONE 


_ 

M360.B-14E 

Creek to Missouri River 

X 

X 



Ueadowbrook N 

12 

- 

- 


X 

- 


11 ’ 

oladstche 

UR 

- 

H3&0.8-14E 

Creek to Missouri River 

X 

X 

"Temporary facility. 


fhrth Haven Subd. 

12 

- 

- 


X 

- 


U ; 

GLADSTONE 

UR 


M360.8-14E 

Branch of Shoal Creek 

1,500 

7 



Jorthrld^a Plant 

12 

- 

r 


120 

- 


u 

GLADSTONE 

HR 

- 

U360.0-14E 

Branch of Shoal Creek 

800 

7 

"Liquid sludge. 


Oak Park Plant 

12 

- 

- 


65 

- 


M 

GLADSTONE 

UR 

- 

U360.8-14E 

Creek to Missouri River 

X 

_ 

"Temporary facility designed at 400 


Park Tower Subd. 

12 

- 

1 


X 

- 

P,B. tier acre. 

is 

GLADSTONE 

HR 

- 

W360.0-14E 

Creek to Missouri River 

X 

X 



Rosewood Addition 

12 

- 

- 


X 

- 


16 

GLASGOf 

UR 


K226.8 

Missouri River 

850 





XZ 

- 

- 


850 

- 


17 

80LDJII cm 

GM 

- 

SM575-400B 

Muddy Fork 

500 

7 




4 

- 

-130E-X-X 


50 

- 


1& 

GRAUDVifi* 

UR 

- 

U349-40 

Little Blue River 

5 » 500 E 

7 




12 

- 

- 


550E 

- 


19 

grant CITY 

UR 


QM4-18-4 

Branch of Middle Fork of 

260 

4 




13 

- 

- 

flrand River 

175 

- 


20 

OREEIfFlEUT # 1 

UR 


0235,3-33 

Wilson Branoh 

900E 

7 




14 

- 

-12 


90E 

- 


21 

GREENFIELD Jf 2 

UR 


0235.3-41 

Whetaei Branch 

2,OOOB* 

7 

"Moot of this io due to Milk Plant. 



14 

- 

-14E 


200E 

- 


22 

GREENFIELD # 3 

MR 

_ 

0335.3-41 

Whetael Branch 

150E 

7 




14 

- 

-14E 


15B 

r 


IS 

HAMILTON 

UR 

- 

003-12 

Branch of Lick Fork 

X 

7 



Worth 

13 

- 

- 


X 

“ 


24 

HAMILTON 

UR 

_ 

O54-30-7E 

Cottonwood Cr. Shoal Cr.- 

X 

J 



Southeast 

13 

- 

- 

Trend and Missouri Rivers 

t 

- 


2> 

HAMILTON 

UR 

• 

034-42-QE2 

Tom and Shoal Creeks, 

X 

7 



Southwest 

13 

- 

- 

Grand and Missouri Rivers 

X 

- 


26 

HANNIBAL 

tin 

_ 

ia«29i 

Mississippi River 

18,000 

7 

"Sludge to river during high Atagas. 



12 

- 

- 


11.830E 

- 


2? 

JIARRISCNV ILLE 

MR 

.. 

0175.6-95 

Branoh of East Branch of 

2,500 

1 

"Liquid sludge. 



14 

- 

-15 

South Grand River 

375 

- 


29 

iimi 

6H 


SU85E-X-X 

Drainage ditch 

2, L60E 

1 




6 

- 

- 


220E 

- 


29 

HERCULANEUM 

UM 


UM1,113E 

Moachin Creek 

500E 

0 




22 

- 



5005 

- 


JO 

HERMANN 

Ufl 

l - 

U96,9 

Missouri River 

3,3Q0E 

0 




12 

- 



3.300B 

“ 



U9 













TREATMENT FACILITIES 


COMMUNITY, SEWER 
OR 

SANITARY DISTRICT 
INSTITUTION 


COUNTY 

I960 

Population 

Estimated 

Population 

a 

& 

s 


Served 

s| 



HICKNAN KILLS 
District # 3 
HroarnsviLis 
North Plant 

HIGOWSVILLE 
South Plant 
HOLDEN 

nORNERSVILLE 

HOUSTON 

HUMANS VI LIE 

ILUO 

INDEPENDENCE 
East Plant 

ft INDEPENDENCE 
feat Side 

independence 

Trunk Line 

independence 

Olendale Gardena 
IROMTON 


JACKSON CO, S. D. 
Outlet # 1 

JACKSON CO, S, D, 
Outlet # z 

JASPER 

JEFFERSON CITY 
JOPLIN 
JOPLIH 
KAROKA 

★ KANSAS CITY 

* KANSAS Cm 

KANSAS CUT 

KANSAS CITY 
Creatvlew Subd, 
KEN NETT* 

KETTESmiE 

KIRKS7ILLE 
North Plant 

kirksvylle 

South Plant 
KNOB H05TER 


Jackson 

Lafayette 

Lafayette 

Johnson 

Dunklin 

Texas 

Polk 

Scott 

Jackson 

Jackson 

Jackson 

Jackson 

Iron 

Cape Girardeau 
#1 Jackson 
#1 Jackson 
Jasper 
Cole 

Jasper St Newton 

Jasper * Newton 

Clark 

Jackson 

Jackson 

Jackson 

Jackson 

Dunklin 

Charlton 

Adair 

Adal 

Johnson 


Dos’d 
^ For 
ui 2 Average 

O Daily Flow 

|go^_ 
> < O P.E. 

< P S (1000’s) 


TREATMENT 


2,160 

475,539 


0.013 0.013 ClFa 
0.175 - 

x 0.320 Lo 
3.200 - 

x 0.600 Lo 

6.000 - 

x 0.250 SoCroFtrCraBo* 

2.500 - 

x 0.150 Lo 

1.500 - 

0.040 0.100 SoClFtrCpBo 

1 *ooo - 
x 0.200 Lo 

2.000 - 

x 0.150 Lo 

1.500 - 

x 1.500 CmFtCmDTB 

12.000 - 

x 6,500 SoGmCtnVv 

65,00* - 

x 0,540 Lo 

5.400* - 

x 0.167 Lo 

1.670* - 


x 0.266 
2.660 
0,250 0,550 
5,500 
x 


0.150 0.360 
3.600 


8.000 12.000 
56.700 
1.200 4.000 
23.5001 


^ 0,016 
0.042 

0.650 o.eoo 
8,000 


SoOmCtnVv 

Lo 

Lo 

Lo 

SoCmFtrCmDhBo 

None 

None 

Lo 

None, 

SoOraCmFtrCmDfhtBoLsVvZtl 
SoGraCmFtrCmDfhBo VvZi 1 

Lo 

None 

None 

None 

CaFs 

CiFtrCmBo 


0.100 Lo 
1.000* *- 

9*650 Sm0mCraFt hCmD.fhznvvBo 

0,955 SmOmCniFthCmDf Ii2l 1 VvBo 

9.550 - 

0,500 Lo 
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r 

)RAIN- 

AC.E 



P.E. (BOD) 

1 



community, sewer 









WATER* 

DISCHARGE 




LINE 

NO 

OR. 



TREATED 


REMARKS 

COURSE 


SANITARY DISTRICT 

h\, 

tin. 5 


MILEAGE 

70 

WASTE 

lg 

INSTITUTION f, 

nb 


DIS- 








CHARGED 

c-o 








WASTE 




9 

10 l 

Oa 

11 

12 

13 

14 

15 

1 

HICK WAN MILLS 

iR - 

- 1 

J368. 7-24-3 ' 

rrlbutary to 

175 

7 



District 3 

12 « 


- 1 

Blue River 

45 

- ' 


1 

HIGGINS-VIILE 

in ■ 


J3L0,8-8-5E £ 

Jranch of Tabo Creek 

1,400b 

7 



Worth Plant 

12 ■ 

- - 

- 


HOB 

- 


5 

jUCGINSVriXE 

JR - 

- 1 

J202 .2-9,3- = | 

Jranch of Davis Croak 

l,900E 

4 



South Plant 

12 ■ 

- \ 

51-19-3E 


HOE 

- 


4 

HOLDEN 

UR 

- 

M202,2-9.3- E 

Jranch of 

( 

7 

•Primary clarifier ia spiragester. 



12 

- 

102-8S P 

Uackw^ter River 

c 

- 


1 

HOMRSVIUE ! 

3U 

- 1 

5H670-60E- 1 

[Jrainage ditch 

X 

7 




10 - 

- 

1Q0E 


X 

- 


6 

HOUSTON 

UR 

- 

G1L5-59-5 

Brushy Creek to 

400 

7 




14 

- 

- 

Ble Pinev Creek 

50 

- 


7 

HUMAN SVTLLE 

UR ■ 

- < 

3227-20-15 

Jrush Creek, Sao River 

* 

7 




14 - 

- 

- 

md Osevre River 

< 

- 


8 

ILWO 

m 

- 

Ml ,030-3 

Branch of Cape La Croix 

X 

7 




22 

- 

- 

Creek to Mississippi IU 

X 

- 


9 

INDEPENDENCE 

UR 

- 

H345.7-18.2 

Spring Branch Creek 

15,OOOE 

L 



East Plant 

12 

- 

-7 

X 

- 


IO 

INDEPENDENCE 

UR 

- 

M367.4-2E. 

Sugar Creek 

46,OOOE 

7 

•Under con 3 true ti on. 


If eat Side 

12 

- 

- 


X 

- 


11 

INDEPENDENCE 

UR 


X 

Little Blue River 

4, BOOS 

7 

•Temporary facility based an 300 P,E* 


Trunk Lino 

12 

- 

- 


X 

- 

per acre. 

12 

INDEPENDENCE 

UR 

- 

;U345.7-1B~ 

Spring Branch 

X 

7 

•Temporary facility based on 300 P.E, 


Glendale Gardens 

12 

- 

-2E 


X 

- 

per acre. 

1) 

IRONTON 

SH 

- 

SM670-280S 

3ranch of Stout’s Creek 

1, 300E 

7 




10 

r 

-x-x 


t 

- 


14 

JACKSON 

UU 

„ 

1110-13 

Hubble Creek 

2,600 

7 




22 

- 

- 


260 

>- 


1! 

JACKSON CO, S. D, #1 

MR 

_ 

U367.4-1 

Sugar Croek 

6,500 




Outlet H l 

12 

- 

- 


6.500 

- 


16 

JACKSON CO, S, D. 01 

UR 

_ 

M36B.3 

Missouri River 

6,500 ' 

0 



Outlet 0 2 

12 

- 

- 


6.500 

- 


17 

i JASPER 

SM 


G(N) 131-51 

North Fork of 

1,300 

7 




4 

- 

-20 

SniMne River 

0 

- 


18 

JEFFERSON CITY 

UR 


HL43 

Missouri River 

27,800E 

> 



12 

- 

- 


27.800E 

- 


19 

JOPLIN 

SM 

_ 

G(N) 131-35 

Turkey Creek 

50,000 

3 




4 

- 

-7 


8.500 

- 


20 

JOPLIN 

SM 

_ 

0131-29E 

Shoal Creek 

7,250 

7 



4 

- 

- 


725 

- 


21 

KAHOKA 

UU 

_ 

F25-5 

Brush Creek 

2,000E 

7 



12 

- 

- 


200E 

* 


22 

k KANSAS Cm 

HR 


U377 

Missouri River 

106,400 

3 



12 

- 

- 


106.400 

- 


23 

ft KANSAS CITY 

HR 


U360.7-2 

Slue River 

342,000 

) 



12 

- 

- 


342.000 

■ 


24 

KANSAS CITY 

UR 

_ 

U378. 9-3.0 

<anaas River 

281,200 




11 

- 

- 


281.200 

- 


2 J 

KANSAS CITY 

Crestview Subd. 

MR 

12 


U374 *2-2 

Rook Creek 

500 

50 

5 


26 

KENNETT 

SU 

(j 

; - 

SU670-180F 

Buffalo Ditch 

7,0Q0E 

1.700E 

i 


27 

KBYTESVILLB 

UR 


U237-7-3E 

Mussel Fork River and 

600E 

7 

•Under construction. 


12 

1 _ 

- 

Hharlton River 

60E 

" 


28 

KTRKSVILLE 

UU 

. . 

S174-9E 

Branch of Steer Creek 

5,730E 
600 E 

7 



North Plant 

12 

. - 

- 




29 

KIRKSVILLE 

UU 

1 - 

S144-40 

Bear Creek 

5,500E 
580E 
2,300E 
230 E 

7 



South Plant 

12 

1 _ 

- 

Clear Creek 

7 

•Under construction* 

30 

KNOB NOSIER 

KF 

IS 

* - 
i - 

H202. 2-9-3 
-75-lOE 




121 



INVENTORY OF MUNICIPAL WASTE FACILITIES 


STATE 

YHAR 

MISSOURI... 





COMMUNITY, SEWER 
OR 

SANITARY DISTRICT 




LAD DON IA 

LA ORANGE 

LAKE LOTA HANNA 

LAKE SAUKOMTS 

L&IAR 

LAMAR 

M MONTE 

LANCASTER 

LA PLATTE 

LATF1HOP 

LEAIOOD* 

LEBANON 
Plant # 1 

LEBANON 
Plant 9 2 

lees suvuir 

LEES SUMMIT 

LEES SlTMUrr 

LE KINO TON 

LIBERTY 

LICKING 

North 

LICKING 

South 

LILBOURNE 

LINCOLN 

LTNN CREEK 

LOCKWOOD 

LOUISIANA 

MACON 

MAITLAND 

MALDEN 

MANSFIELD 

KARCSLXNB 



INVENTORY OF MUNICIPAL WASTE FACILITIES 


WATER. DISCHARGE 

COURSE 

MILEAGE T0 



P.E. <UOD> 

j— 

TREATED 


WASTE 


DIS- 


CHARGED 


WASTE 


% 



~_r. 


REMARKS 


863-16-15 

Middle Lick Creek to 

- 

Re l t River 

Ml t 3l9 

Mississippi River 

U326.1-19 

West Fork of 

-8. l 

^M-A-Rar Creek 

H390-6E 

Linn Creek to 


Missouri River 

G(N) 131-51 

North Fork of 

-20-20 

RnHviflr River 

0131-76 

North Fork of 

- 

RmMnsr River 

M202-32-48 

Muddy Creek, Lamina and 

- 

Missouri Rivers 

F72-19E 

North Branch of 

- 

Midd le Fabiua River 

C5-10-40-18 

Long Branch to East 

- 

Fork of Chariton River 

G58-65 

Branch of Shoal Creek 

11363,7-26 

-26-1.7-3 

Dykes Branoh 

0100*5-5-45 

Dry Auglaize Creek 

0100,5-5-45 

Dry Auglaiae Creek 

N345.7-39 

-2*5 

Cedar Creek 

1I345-7-36E 

Little Blue River 

M345.7-39 

-2E 

Sedar Creek 

U321 

Missouri River 

11360*8-4 

Old Channel to 

- 

Missouri River 

0115-18-2711 

Spring Creek, Big Piney 

- 

And Gasconade Rivera 

QU5-44-8E 

Boone Creek, Big Piney 

- 

•»Tid Gasconade Rivera 

X 

Drainage ditch 

OL79-U-2B 

Br, of Little Tebo R.-Lt. 

- 

Tebo R, -L» Of The Ozarks 

0108-3 

Linn Creek 

0235.3-25 

Horse Creek to 

-50 

Sao River 

m f 263 

Mississippi River 

576-50-15B 

Billys Branoh 

M480.9-41 *3 

flodaway River 

X ’ 

Drainage Ditch #81 

0260-10 

Branch to Wolf Creek 

032-12 

Branch of East 

- 

Yellow Creek 



123 
















MARSHALL Saline 

Worth Plant 

mmiL saline 

Po’jth Plant 

HAR3HFIEL0 lobster 

KAHTiNjauia Audrain 

UDTVILL5 Noda.ay 

f^st Plant 

MARY t r f LLE iNodafay 

Southeast Plant 
MAYSVJLLE Db Kalb 

mra “ Scotland 

“*?« . Chariton 

Northwest Sch, D. #1 

pf 'f°* Audrain 

Plant # t 

MEXICO AudraLn 

Plant 9 3 

y E * fC0 Audrain 

Mcrnln*slde Subd, 

* ILA! ' Sullivan 

Sunt Rand ° lph 

ulf P L Lt Rlndo,ph 

UOBEDLT 

S. D. | 85 Randolph 

“W" 1, Barry * Lavranoa 

H 0 .HROE cm * arl0 „ t Bonros 

UOWOKERr cm tfontgoaery 


MARTIM 33 UR 3 

MARYVILLE 
^ast Plant 
MARY VfLLE 
Srjthfast Plant 
MAY5VILLE 


HENDON 

Northwest Sch. D. #1 

Mexico i 

Plant t \ 

MEXICO 
Plant 9 3 
MEXICO 

¥crnln*slde Subd, 
MILAN 

MOSER IT 
East Plant 

M 03 ERLT f 

Meat Plant 

MOBERIY r 

s. D, 9 85 

MONETT E 

MONROE CITY u 


MOUND criY 

mountain grove 

East 

MOUNTAIN GROVE 
Meat 

MOUNTAIN VIEW 

MOUNT VERNON 

NEOSHO 

NEVADA 
#orth Plant 
NEVADA 
South Plant 
MSN FRANKLIN 

NEW HAVEN 


Holt 

fright 

fright 
Howe 1 1 
Latrence 
Net ton 
Vernon 
Vernon 
Hovard 
Prankiu 


l *300 - 

0.960 SoOaCmFtrCioVv 

15.000 - 

0.563 ShClFtrCpDp 
7.500 - 

0.340 Lo 
3.400 - 

0.046 Lo 
0.460 - 

0*500 SoSmCmFtrCinDfBi 

5.000 - 

0.400 ScCciF fcrCmDf Bo 

4.000 - 


SoSfnCmFtrCmDfBo 


V43 

750 3 

X 

X 

i.ooo 

ShCiFtrCpBo 

2,106 

2,000 S 

0.200 

0.250 

x 

SmCmAmCpDohBo 

210 

210 1 

0.004 

0.004 

CaFn 


~ 

- 

0.210 

- 

12,889 

3,335 S 

0.870 

1.000 

GhBcCtnF trCnjDomhBo 


x 0.030 

0.300' 

X 0.200 

0.200 
X 0.450 

4.500* 


8,000 3 

0.800 

U070 

16.450 

ScOaCmFtrCmDaotBo 

4,000 3 

0.400 

0.530 

6.320 

ScGaCmF trCmDo Bo 

500 S 

X 

0.060 

Lo 

- 

- 

0.600 

- 

4,500 3 

X 

1.440 

x 

SaCmFtrCmDcmrbBoLo 

2,000 3 

0.200 

0.350 

SmCmFtrCmVvXd 

“ 

- 

4.100 

- 

1,200 3 

0.120 

0.120 

Lo 

“ 

- 

1.200 

- 

880 S 

X 


None 


i# ' w 3 x 0.400 ShCir 

4.000 - 

6,500 &. x 1.730 OhSo 

12.60 - 

4*000 3 0.450 0.600 GhSc 

" ~ -r 6,ooo - 

2*500 3 0.250 0.400 QhSc 

4.000 - 

800 f * - None 


ShClFtirCpBo 

ShCmFtrCmDthBo 

OhScCmFthCrcDamfprEgGo 

GhSoApCmFtrCfflDohtBo 

QhScApCmFtrCmDchtBo 


1 1 223 


x 
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U SE 
VO. 

COMMUNITY, SEWER 

DRAIN- 

AGE 

BASIN 

WATER- 

COURSE 

MILEAGE 

DISCHARGE 

TO 

P.E- (BODl 

1 

Z 

eg 
2 6 
3 B 

0*0 

REMARKS 

UN- 

TREATED 

WASTE 

OR 

SANITARY DISTRICT 
INSTITUTION 

Mai. 

Min. 

Sub. 

DIS- 

CHARGED 

WASTE 



M 

m 

It 

12 

u 

m 

IS 

L 

UARrONVILiB 


■1 

Q ( N) 131— 

Honey Creek 

500 

7 




4 

- 

100-19 


120 

- 


2 

MARSHALL 

MR 

~ 

U202.2-9.3 

Branch of SaLt Fork Creek 

6,OCOE 

7 



North Plant 

12 

- 

-12-14 


7C0E 

- 



MARSHALL 

MR 

- 

U202.2-9.3 

Gaea Creek 

X 

7 



South Plant 

12 

- 

12-14 


X 

- 


4 

MARSHFIELD 

UR 

- 

0U2.Q-11QE 

Branch of Nanqua River 

2 |QQOE 

7 




14 

- 

- 


200E 

- 


S 

UARTINSBCRa 

UR 

- 

U96-52 

L'Uutre River and 

300 

7 




12 

- 

- 

Mlasmiri River 

30 

- 


6 

MARYVILLE 

MR 

- 

H402.5-79 

102 River 

4,500 

4 



East Plant 

12 

- 

-59 


650 

- 


7 

HARmiXE 

UR 


M402.5-79 

Creek to 

2,200 

4 



Soutlvwegt Plant 

12 

- 

-42-14-4 

White Cloud Creek 

300 

- 


S 

HATSVILLE 

MR 


G1 12-10-5-4 

West Fork of 

750E 

7 




13 

- 

* 

f.nat Creek 

uoe 

- 


9 

MEMPHIS 

DM 

- 

FIU-70 

Creek to 

2,000 

7 




12 

- 

- 

North Fobtus River 

300E 

- 


ID 

HEMDGN 

UR 

- 

C32-15 

Branch of 

210 

7 



Northwest Sch. D . 01 

13 

- 

- 

Yellow Creek 

20 

- 


U 

MEXICO 

UU 


S76-32-3 

Beaver Uam Creek and 

IO.OOOE 

7 



Plant # l 

12 

- 

* 

'rnodwa ter Creek 

1 . 7 no 

- 


12 

MEXICO 

UU 


S76-32E 

Beaver Daw Creek and 

X 

7 



Plant 3 2 

12 

- 

- 

Smith Fork Salt River 

X 

- 


iJ 

MEXICO 

UU 

_ 

S76-32E 

Beaver Dam Creek and 

X 

7 



Mornin^slde $ubd. 

12 

- 

- 

South Fork SaLt River 

ic 

- 


14 

MILAN 

UR 


G42-30-44E 

East Locust Creek 

X 

7 

*Undier construction. 



13 

- 

- 

1 

X 

- 


IS 

HOBEPLY 

UU 

_ 

S76-10-4S 

Elk Fork Creek 

8,000 

7 



East Plant 

12 

- 

- 


800 

- 


16 

MOBEttLY 

HR 

_ 

C5-10-15 

Troublesome Creek 

4,000 

7 



West Plant 

13 

- 

- 


000 

- 


17 

uooenu 

MR 

- 

U227-32-9 

Sugar Cr., E. Fork Little 

5DOE 

7 



S, 0. * 85 

13 

- 

- 

Charlton &. Missouri River 

50E 

- 


IS 

MONBTT 

SU 

- 

GIN) 131-29 

Kelley Croek to 

5 t 700E 

7 




4 

- 

-46-12 

Shoal Creek 

600 E 

* 


19 

MONROE CITY 

UM 

_ 

S66-15 

Branch of Indian Creek 

3,370 

7 




12 


- 


X 

- 


20 

uoutoomeky CtTY 

UR 

- 

H95.5-29-0 

Clear Fork to 

1,200 

7 




12 

- 

- 

1, 'Outre River 

0 

- 


21 

MOUND CITY 

UR 


M500-13 .5 . 

Davies Creek 

880 

m 




12 

- 

-2.5 


090 



22 

MOUNTAIN OROVE 

UR 

_ 

G245-10-5 

Buttermilk Cr., Whetstone 

X 

m 



Eaat 

14 

- 

- 

Cr. 4 Gasconade River 

X 



2J 

MOUNTAIN OROVfi 

MR 

_ 

0245-10-5 

Buttermilk Cr., Whetstone 

X 




ffeat 

14 

- 

- 

Or.. 4 Gasconade River 

X 



2i 

MOUNTAIN VIEW 

su 


SU591-200E 

Branch of 

X 

m 




5 

- 

- 

Eleven Point River 

< 

- 


3* 

MOUNT VERNCN 

SM 

_ 

G(tN) 131-97 

Williams Creek 

i,70oe 

7 




4 

- 

-5 


400 £ 

- 


26 i 

NEOSHO 

SU 

_ 

G(N) 131-29 

Shoal Creek 

X 

1 




4 

- 

-30 


X 

- 


27 

NEVADA 

HR 


0273.5-15 

Branch of Marciftton River 

4 , 800 S 

m 



North Plant 

14 

- 

-3.2 


700 E 

** 


IS 

NEVADA 

HR 

„ 

0273.5-15 

Branch of Marrcaton River 

3,OOOB 

7 



South Plant 

14 

- 

ES9H 


40EJE 

- 


29 

ne» mm IN 

HR 

_ 

U191.6-7 

3onne Femme Creek 

1,000 





12 

- 

- 


1,000 



JO 

HEW HAVEN 

UR 


U80.7 

Missouri River 

l, 150E 

) 




Jk 

- 



l. ISOE 

— 



125 
















INVENTORY OF MUNICIPAL WASTE FACILITIES 



STATE 

YPAR 


‘ — 1 1 "-"--’1 1 1 

Missouri 1 

l9&g | 




RICHLAND 

RICHMOND 

RIDGEJAT 

ROCK HILL VILLAGE 

ROCKPORT 

HOLLA 
East Plant 
ROLLA 

South Plant 
ROLLA 

Vlch«v Plant 
RUSKm HEIGHTS SUED 

SAINT CHARLES 

SAINT CHARLES 

SAINT CHARLES 
Heithtrbrook Suta. 

saint CUIR 

SAINT CLAIR 
CWtrtown Subd* 

SAINTE GENEVIEVE 







INVENTORY OF MUNICIPAL WASTE FACILITIES 


STATE 

YEAR 


MI8S0URI 

19^2 

PACiE 8 Of 16 


DRAIN 

CO MM1 JN1TTY , SEW ER 1IAS1N 

OR 1 

SANITARY DISTRICT 

INSTITUTION Mil Sub 


PCPUR BLUFF ff 3 
F0RTA3E BE3 SIOUX 
PtiftTAjEVrUX 
P0T03I 

PSI A III IE HOME 

PjmCETOtf 
Plant if l 

PRINCETON 
Plant H 2 
FUX1CO 

HAV Ell WOOD 

PAYTON 
Plant V l 
RAYTOJtf 
Plant 4 2 

REPUBLIC 

fUCHUJID 

RICII3A0ND 

REMEm 

ROCK IULL VIUAQS 
ROCK PORT 


South Plant 
ROLU 

Viohnv Plant 
RUSK rtf HEIGHTS SU3D 

I SAINT CHARLES 

MINT CHARLES 

SAINT CHARLES 
HaithnirbrooR SubdU 

SAENT CLAIR 
SAINT cum 

CJ Mr town Subd, 

SAINTS GENEVIEVE 
SAINT JAMES 
SAINT JAMES 
SAINT JAMES 




W264. 9-175 Pika Creek Ditch 
-21E 

M1,195E Mississippi River 

SM670-160E Portage Bay to 
-x-x T.lttu River 

H34-59 Branch of x 

Wine Breton Creek x 

HL77-G-BE Branch of Petite Saline x 

- Creek to Missouri River x 

G64-29-30 Weldon River 

064-20-29-2 Branch of Weldon River 

SM670-270E Turkey Creek to 
Mlnao River 

W402.5-16 Branch of Platte River 
-IE 

11346-2Q Little Blua River 

U346-24-1E Branch of 

- I.lttle Rlue River 

0235.3-94 Branch of Pickerel Creek 
-2-2 

01 16-0.5 Conns Creek 
-9-7 

W316. 1-12-5 West Fork of 

- Crooked River 

GL0B-20- Branch of East 

10-5 Fork of Rift Crock 

Mississippi River 

U539.1-9 Rock Creek 

M167.3-17 Burgher Branch of 

_ 5-2 Kittle Dry Fork Creek 

HI67,3-i7 Love Creek 

-5-0. L 

090-15 Branch of Spring Creek 


[4345. 7-42-2 Dry Creek to 

1.1 ttla Blue River 

141 1 210-6 Drainage Ditch to 
Mississippi River 

[428. 1 Missouri River 

I 428 E Missouri River 

U 75 - 2.5 Hamilton Creek 

U75-3E Branch of Meranec River 

L , i 10-1 . 2E Branch of 

Mississippi River 

M165-4-2 . Dry Fork Creek 
f Robinson Creek) 

H62-138-5E Robinson Creek 
U165-4-2E Branch of Dry Creek 



*(Jnder construction. 




ISJElUjC 


"Under construction. 


•Under construction. 


•Liquid sludge. 


•Under construction. 
•Under conitruction. 














INVENTORY OF MUNICIPAL WASTE FACILITIES 


COMMUNITY SEWER 
OR 

S AMTARY DISTRICT 

institution* 


SAINT JOSEPH [Buchanan 

* SAIH7 LOUIS Saint Louis 

s. L. H, a. D, 0 

SALE* Den t 

SALISBURY Chariton 

SA'iTE PE fHLLS Jackson 

SARCOXXE Jasper 

SAVANNAH Andrew 

SCOTT cm Scott 

SEOALIA Petti a 

North 

SEOAtrA Petti a 

Plant # 2 

SECALtA Petti, 

lilt 

SEUA SUBDIVISION #1 Jefferson 
SEUIA SUBDIVISION fZ Jefferson 
***** Dunklin 


a SAIH7 LOUIS 
S. L. B. S. D, a 

SALE* 

SALISBURY 

SA’iTE PE FULLS 

SARCOXXE 

SAVANNAH 

SCOTT cm 

SEOALIA 

North 

SEOALXA 
Plant # 2 
SEDALIA 
Test 


SENATE 

SETHOUR 

SHELBXNA 

SHELDON 

SHRJtfSBURY 

SUESTON 

SKfDIORE 

SLATER 

snxthyills 


fahster 

Shelby 

Vernon 

Saint Louis 

Scott 

Nodaway 

Salina 

Clay 


SHt-A-BAa (M.E.) 

S!55«" . o».n 


sprinopieu 
N orthwest Plant 
SPXUJKJPIeld 
S outhwest Plant 
STANBEUar 

STEELE 

steelvxlle 

STOCKTON 

STOVES 
Plant I t 


Green 

Gentry 

Peal 300 tt 

Crawford 

Cedar 

Morgan 


STATE 

YEAR 


MISSOURI 


II 


I960 

Population 



5 is 

Des'd 

For 

Estimated 

Population 

Served 

h O 

£ w j 

S o“- 
« 5 >■ 

lyUJ * J Q 

Average 
Daily Flow 
MOD 


£8 > < o 

P,E. 


TREATMENT FACILITIES 

TREATMENT 


h3» < o 2 (1000's) 

5 6 7 


79,673 53,900 x 15.00E 

750,000 750,000 SC x 

3,870 2,300 S x 


1,787 

1,200 

1,056 

2,455 

1,963 

23,874 


2,800 S x 0.150 ShCiFtrCpBo 

- 3.000 „ 

1,400 S x 0.270 SoCraFtrCmDoliBo 

2.700 *. 


( 1 , 000 ) $ 


Nono {thru Kansas City Ssvora) 


1.369 

1,046 

2,067 

434 

4,730 

13,765 

425 

2,767 

1,254 

200 

95,865 


GOO S x 0.102 Lo 

l .820 - 

2.000 8 0.200 0.250 SaCiFtrCpBo 

2.500 « 

UGOO S x 0.320 Lo 

3.200 - 

7.000 S 1.200 0.950 SoShQaCmFthrCtDfhtDo 

11.500 I - 

4.000 8 0.400 0.500 ShScCroFtrCmDfhOo 

4.700 

10,000 S 0,750 1.150 ShCmFtnDfhtCtnBo 

11.500 - 

400 s * 0,040 ShClFo 

0.400 ^ 

12 ? S X 0.013 Cs 

0.125 - 

1.000 S x 0.250 Lo 

2.500 - 

730 8 0.045 0,100 ShCiFtrCpBo 

1.000 

1,800 3 x 0.380 ScOhCCmAaCmD CCmA&Cui} 

9.700 DohDa 
400 s x 0,080 1 Lo 

0.800 I - 

(3,370) SC x - None {thru Saint Louis Sovorol 

12.000 8 1,000 1.680 GoGaCmAaCoiDfhBo 

16,800 - 

250 3 0.025 0.087 ShCiFtrCpBo 

0.650 - 

2,100 S 0.185 0.400 ShSoCmAmCmDohBo 
“ 4.000 - 

1,200 s x 0.200 Lo 

“ “ - 2 . 000*1 - 

POO S 0.012E 0.015 CsFs 
0.200 - 

23.000 S 1.200 3.000 ScOniCmAaciCmB DcnrBo 

30.000 - 

72.000 3 x J2.000 ShSoOftmCmAaCraDe fhtToBo 

~ - 164,00 - 

1.800 3 x 0.825 ShCmF trCiaDrBo 

2.250 - 

1.500 S x 0.300 to 

" 3.000 - 

1.000 8 x 0.200 BhClFtrCoBo* 

2.000 - 

7508 * 0.120 to 

" 1.200 - 

400 8 * 0.080 to 

— . _ - - 0.800 - 


INVENTORY OF MUNICIPAL WASTE FACILITIES 


STATE 

MISSOURI 


WAR 


1962 


LESTE 

MO. 

COMMUNITY, SEWER 
OR 

SANITARY DISTRICT 
INSTITUTION 

DKAIN- 

AGE 

BASIN 

! 

' WATER- 
1 COURSE 
MILEAGE 

DISCHARGE 

TO 

P.E. (BODl 

1 

2e 

~x 

a.< 

1 1 ^ — 

REMARKS 

| 

Suh 

UN- 

TREATED 

WASTE 

DIS- 

CHARGED 

WASTE 


9 

m 

Inn 

It 

12 

13 

m 

15 

1 

SAMT JOSEPH 

IMR 

- 

M460 

Missouri River 

144,780 

0 




12 

- 

• 


144.780 



z 

ft SAINT LOUIS 
a. l* h. s. d»* 

UU 

IB 

* 

HI, 136- 
Ml, 151 

Mississippi River 

750,0002 

X 

^See end of Inventory for St, Louis 







750,OOOE 

” 

U,S,D. a St. Louia C.S.D, entries. 


SALEM 

UM 

- 

MI67.0-30-G 

Spring Creek 

2,0005 

1 




19 

— 

~ 


6502 



4 

SALISBURY 

MR 

- 

C36-5 

Branch of Puzzle Creek 

1,4002 

7 




13 

” 

“ 


300 S 

- 


5 

SAUTE FE HILLS 

UR 

- 

- 

Blue River 






12 

- 

- 



_ 


6 

SARCOXIE 

SM 

- 

G<N) 131-36 

Center Creek 

BOOS 

7 




4 

- 

-34 


802 



7 

SAVANNAH 

UR 

- 

M472-14 

Dillon Creek 

2,000 

7 




12 

- 

“ 


300 

- 


B 

SCOTT CITY 

UU 

- 

Hl t 030-5£ 

Diversion Ditch to 

1,8002 

7 




22 

- 

r 

Mississippi River 

loos 



9 : 

S2DALIA 

UR 

- 

U202.2-29 

Sewer Branch 

BO, 000 

1 



North 

12 

- 

-34-4 


8.000 



10 

SEDALTA 

UR 

- 

M202.2-64 

Breakfaot Branch 

5,000 

1 



Plant § 2 

12 

- 

-10-2.8 


500 



tl 

SEDALIA 

UR 

- 

M202.2-29 

Brushy Creek 

10,0002 

1 



ffeat 

12 

- 

-40-3 


l.OOOE 

- 


11 

BELUA SUBDIVISION #1 

UM 

- 

X 

Mississippi River 

X 

7 




22 

- 

- 


X 

- 


13 

SELMA SUBDIVISION §2 

:uu 

- 

X 

Mississippi River 

X 

X 





- 

- 


X 



14 

SEHATH 

:SM 

- 

SU670-170E 

Drainage ditoh 

1,000E 

7 



1 

; 6 

* 

r 


1002 

- 


If 

SEYMOUR 

EM 

- 

W550-5&-50 

Finioy Creek 

X 

7 



1 

5 

- 

r 


X 

- 


16 

GIIELBIHA 

UU 

- 

S87-4-8 

Branch of Clear Creek 

9,000 

7 



1 

12 

- 

- 


200 

- 


17 

SHELDON 

UR 

- 

0253.9-52 

Clear Creek 

4002 

7 




14 

- 

- 


402 

- 


IS 

SHREVSBURY 

UU 

- 

L 

Mississippi River 

_ 





18 

- 

- 


- 

- 


19 

9IKESTON 

SU 

- 

SU895-40E 

Drainage ditch 

12,0002 

7 




6 

- 

- 


1,2002 

- i 


JO 

SKIDMORE 

MR 

- 

W480.9-49 

Creek to Nodaway River 

250 

5 




12 

- 

- 


50 

- 


11 

SLATER 

UR 

- 

U238-10 

Bear Creek 

2,100 

7 




12 

- 

- 


200 

- 


12 

SUITHVILLE 

UR 


U402.5-27 

Little Platte River 

i t 2 ooe 

7 




12 

- 

-8E 


120 E 

- 


23 

SNI-A-BAR JN.E.) 

UR 

- 

U369. 7-11.5 

Creek to 

200 

7 




12 

- 

-5.2-1 

Round Grove Creek 

20 

- 


24 

SPRINGFIELD 

UR 

_ 

0235.3-45 

Dry Sac Fork to 

23, OOOC 

7 



Northwest Plant 

14 

- 

-55 

Little Sao River 

2.300E 

- 


23 

SPRINGFIELD 

SU 

- 

W550-80-16 ! 

Wilson Creek 

72,0002 

'7 



Southwest Plant 

5 

- 

- 


7,2002 

- 


26 

STAN8ERRY 

UR 

- 

0147-5 

Wild Cat Creek 

1,2002 

7 




13 

- 

- 


1202 

- 


27 

STEELE 

SM 

- 

8UQ35E-X-X 

Drainage ditoh 

1,5002 

7 

1 



6 

- 

- 


150E 

- 


24 

STEELVtLLE 

UU 

_ 

U132-6E 

Branch of Merameo River 

1,0002 

7 

•Primary clarifier is a Spi rage star. 



19 

- 

- 


1002 

- 


23 

STOCKTON 

UR 

— 

0235.3-38 

Stockton Branch 

7502 

7 




14 

- 

-2.5 


752 

- 


30 

STOVER 

UR 

- 

U202-62-20 

Gabriel Creek to Lamina 

4001 

; 7 



Plant f L 

12 

- 

- 

River to Miaaouri River 

40E 

- 



129 











INVENTORY OF MUNICIPAL WASTE FACILITIES 


USE 

NO. 

COMMUNITY. SEWER 
OR 

SANITARY DISTRICT 
INSTITUTION 

DRAIN- 

AGE 

BASIN 

WATER. 

COURSE 

MILEAGE 

Maj. 

Min 

Sub. 


9 

m 

m\ 

11 

1 

STOVER 

MR 

~ 

11202-62-20 


Plant # 2 

12 

- 

- 

! 

STURGEON 

UU 

- 

S61-32-9-8 


Nor the a st 

12 

~ 

• 

3 

STURGEON 

UU 

- 

S61-32-9-10 


Southeast 

12 

- 

- 

A 

STURGEON 

UU 

_ 

S6L-32-9-11 


; Southwest 

12 

- 


\ 

; SUGAR CREEK 

UR 


- 



12 

- 

- 

6 

SULLIVAN 

UU 

* 

H62-47-10 


Plant 0 l 

19 

- 

-85 

7 

SULLIVAN 

UU 

- 

M62-47-10 


Plant 0 2 

19 

- 

-95 

S 

SULLIVAN 

UU 

- 

1162-47-10 


Plant 0 3 

19 

- 

-9E 

9 

SIEET SPRINGS 

MR 

- 

11202.2-9.3 



12 

* 

-51*0*5 

10 

TARKIO 

UR 


U523. 5-20-2 



12 

- 

- 

n 

THAYER 

SM 


x . 



5 

- 

- 

13 

TIPTON g l 

UR 


U157.5-39 



12 

- 

- 

n 

TIPTON 0 2 

MR 

- 

U13B-34- 



12 

- 

54-2 

U 

TRENTON f 1 

UR 

- 

G64-20-12B 



13 

- 

- 

l) 

TRENTON f 2 

UR 


C64-25-3B 



13 

- 

- 

16 

TROT 

UU 

- 

C26-2 



12 

- 

- 1 

11 

UNION 

UM 

_ 

M62-10 



19 

- 

- 

16 

DNIONVILLE 

MR 


C148-8-R2Q 


Worth Plant 

13 

- 

-5 

19 

UNIONVILLE 

UR 

- 

C148-8 


South Plant 

13 

- 

-L20-3 

20 

YANDALIA 

UU 

- 

827*30 



12 

- 

- 

21 

VERSAILLES 

UR 

_ 

U137.9-34- 



12 

- 

-41-18 

22 

WALKER'S SUBDIVISION 

MF 

- 

U368.7-26 



12 

- 

-1,7-1. 5**3 

23 

WAR RE NS BURG 

MB 

.. 

M202.2-9-3 


Cast Plant 

12 

- 

-81-5-2 

24 

f ARREN8BUR0 

MF 


M202. 2-9*3 


Vest Plant 

IS 

- 

-88-4-1 

26 

I AS RENTON 

Ul 

- 

012-28 



12 

- 

- 

26 

WARSAW 

UR 

- 

0173,3 



H 

- 

- 

27 

WASHINGTON 

UF 

• 

M66.8 



IS 

- 

- 

26 

fAVESLT 

Ui 

- 

U297.2 



i: 

- 

- • 

29 

TATMESVILLK 

r 


0141-5-3 



E 

- 

- 

W 

•mom 

E 

- 

0(N) 131*36 



IQ 

IQ 

-7 


STATE 

1 YEAR. 


MISSOURI ! 

n 

MfiK 10 of 16 


p.e. (noo> 


1 


DISCHARGE 

TO 

12 


UN- 

TREATED 

WASTE 


DIS- 

CHARGED 

WASTE 


Gabriel Creek to Lamine 
River to Missouri River 
Sating Creek 

Sating Creek 

Sating Creek 


300E 
30 E 
270E 
30E 

2005 

205 

120E 

105 




REMARKS 


♦Under construction. 
* tinder construction. 
♦Under construction. 


Sugar Creek 
Branch of Spring Creek 
Branch of Spring Creek 
Branch of Spring Creek 
Davis Creek 


Tarkio Creek 
Spring River 
Branch of Moniteau Creek 
Branoh of Moreau Creek 
Thompson River 
Branch of Thompson River 
Calvre River 
Bourbauee River 
Branch of 

Worth Blackbird Creek 
Branoh of 

South Blackbird Creek 
Spencer Creek 


Straight Fork of 
North Moreau River 

Creek to Dykes Branch 

Branoh of Bear Creek 

Creek to Post Oak Creek 

Branoh of Big Creek 

Lake of the Osarke 
(Os* era River) 

Missouri River 

Missouri River 

Roubldoui Creek to 
Gasconade River 
Branoh of Center Creek 


1,2305 
1205 
910E 
90E 
1, 5405 
1555 
1,320 
100 

1,8005 

1805 

1.6005 
1605 

710E 
70 E 

800B 

80E 

15,0005 

3.700E 

1,700E 

170E 

l,6O0B 

160E 

4.0005 
4005 

300 

75 

1,500 

700 

3.5005 
250E 

1.5005 
300E 

580 

70 

4.6005 
600 E 

4,2005 

5505 

1.0005 
3505 

1,3005 

130E 

e,ooos 

6*0005 
600 E 
600E 


2,2005 

3005 

3,0005 

5.0008 


7 

7 

7 

7 

7 

7 

7 

7 

1 

7 

7 

7 

5 

7 

7 

7 

7 

7 

0 

0 

7 

0 


♦Liquid sludge* 



m 
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m 

Ow'd 

1 TREATMENT FACILITIES 


COMMUNITY SEWER 
OR 

SANITARY DISTRICT 
INSTITUTION 




* 

s p 

For 



COUNTY 

I960 

Population 

Estimated 

Population 

Served 

k 

L 

> 

p 

S d 

2>j r 

IDBS 

IISSu 

* TREATMENT 

1INE 

NO. 





bl B k> 

P.E; 

(loon’s) 








> < c 

<05 




\ummmmm 

3 

4 

5 

6 

7 



IELLSVILLE 

Montgomery 

1,523 

1,300 

S 

0.100E 

0.214 

Lo 

1 ' 



- 

- 

- 

- 

2.140 

- 


f ENTZVILLE 

Saint Charles 

2,742 

920 

s 

X 

0.100 

ShCiFtrCpBo 

1 

Plant 4 1 


- 


- 

- 

1.000 



WEflTZVILLE 

Saint Charles 


1,600 

s 

X 

0.192 

Lo 

3 

Plant * Z 


- 

- 

- 

- 

1.920 



tESTON 

Piatt 

1,05' 

ooc 

s 

X 

0.1 8( 

Lo 

4 



- 

- 

- 

- 

1 ♦ BOC 

- 


WEST PLAINS 

Howell 

5.836 

4,000 

8 

0.450 

0.400 

ShCoFtrCmDopBo 

4 



- 

- 

- 

- 

4.000 

_ 


V HEATON 

Barry 

341 

300 

3 

X 

0.104 

Lo 

6 



- 

- 

- 

- 

1.040 



riLLCI SPRINGS 

Howell 

1,913 

1,700 

S 

X 

0.140 

ShCiFtrCpBo 

7 



- 

- 

- 

- 

1.800 

.. 


WINDSOR 

Southeast Plant 

Henry 

2,714 

600 

s 

X 

0.090 

0.900 

ShCiFtrCpBo 

8 

WINDSOR 

Southwest Plant 

Henry 

- 

2,000 

s 

o.w 

0.200 

2.000 

ShClFtrCiBo 

9 

VORNALL GARDENS 

Jackson 

420 

300 

3 

X 

X 

CeFo 

IQ 

WR TCHT cm 


- 

- 

- 

- 

0.310 



Warren 

738 

675 

s 

0.040 

0.060 

ShCiFtrCpBo 

11 



- 

- 

- 

- 

0.750 



8* L. U. S. D. 

* Affton Area 

Saint Louis 

X 

5,000 

s 

X 

* 

ShCiFtrCpBo 

11 

S. L, It. S. D. 

Arbor Terraco 

Saint Louis 

1,225 

1,200 

0 

X 


None 

1) 

S. L* H. S. D. 
Aahwell Place Subd. 

Saint Louis 

100 

100 

s 

X 

X 

CeFs 

14 

s. L. It. a. D. 
Atwater Terraoe Subd 

Saint Louis 

525 

370 

3 

X 


None 

14 

S. L. It. S. 0. 

Bella VII la Area 

Saint Louis 

779 

000 

3 

X 

- 

None 

IS 

s. L, He S. D. 

Be llerlve 

Saint Louis 

314 

315 

S 

X 

- 

None 

V 

S. L. y, S. D. 

Bel Nor 

Saint Louis 

2,388 

2,390 

3 

X 

* 

None 

18 

S. La He S. D. 
Belvaire PI, Subd. 

Saint Louis 

3U 

315 

3 

X 

X 

CiFs 

19 

3. L. He G, D. 
RerkaleY 

Saint Louis 

18,676 

16,800 

X 

X 

X . 

X 

CfflDoBo 

JO 

3. L. He S. 0, 
Berkeley 

Saint Louis 

- 

1,000 

S 

X 

X 

" 

None 

II 

S. L » H* 3. D. 
Beverlv HUls 

Saint Louis 

849 

800 

X 

X 


None 

11 

8, L. H. fie D. 
Brentwood 

Saint Louis 

12,250 

12,250 

s 

X 

_ 

None 

« 

8e L« He fie D, 

Saint Louis 

60 


** 

- 

“* 

- 


Rrldcreoort 

60 

X 

X 

X 

Cs 

24 

8* L« He fi-e D. 
Bridgeton 

Saint Louis 

7,820 

1,930 

s 

X 

X 

None 

14 

3. L. K, St De 
Rrldeeton Terrace 

Saint Louis 

625 

625 

s 

X 

X 

she; 

16 

Se Le H. S. D, 

ftrowolelwh Subd. 

Saint Louis 

900 

900 i 

3 

X 

X 

None 

IT 

fi« b, H. fl. D t 

Ruder Park 

Saint Louis 

400 

{500} 

3 

X 


See Woodson TerratSo 

*8 

Sr L. He S. De 

Saint Louis 

75 

75 


** 

- 

•- 


Cardinal HiUs Subd* 

J 

X 

X 

CsFs 

29 

8e Le He s, D, 

CaraonvlUe 

Saint Louis 

4,500 

5,000 

3 

X 

% 

X 

None 

W 
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STATE 

YEAR 

MISSOURI 

196a 



IELL5YELLC l> 

1 

IENTZVILLE l 

Plaint n l ] 

bemt^yille u 

Plant 9 7 1 

i 1 ESTOS I 

] 

IESTPLAIN3 5 

i 

IHEATOfl £ 

] 

ULLOfl SPRINGS l 

i 

BINDS OR l 

Southeast PUnt 
IINDSOR \ 

Southwest Plant ! 

w TORNALL GARDENS l 

i 

11 1 RIGHT CITY 1 

11 S. 1 . H. 6. D. I 

! * Af t ton Area 

■* S. L. II, S. D« 

Arbor Terrace 

<* S. L. U. S. D. 

Ashwcll Place Subd. 

11 S. U II. S. D. 

Atwater Terrace Subd 

! B. L, K, S, D. 

Bella Villa Area 

w S. L. a. 8. D. 

Bel Larive 

is s. l*. y . B. D. 

8el Her 

19 3 . Li it* B. D. 

Re] rat re PI. Subd. 

W 3. L, M. B. D. 
Berkeley 

H 3. L. If. 3. D, 

Berkeley 

n s, L, K* S. D. 

Reverlv Bills 

« S. U U. 5. D* 

Brentwood 

M 8* L* M, S, D* 

Brtdpfioort 
31 8* t», H. fl* D* 

Rridffo ton 

26 S, L, U* 0. D, 

BrUeton Terraoa 

17 I 8, L. II. S' D. 

: Brown lel^h Subd * 

1» 3. L. H*. 3. D, 

Budar Park 

1? 8, L, M. 3- D. 

Cardinal Bills Subd. 

30 3, Xi« M» S. D . 

Caraonvil la 


U95.5-34 

-9-2 

P23 

HI f 220-21 
-4-4E 

M4L4.8-2B 

W264.8-72 

-56 


W264.8-72- 

3.6 

0175*6-3- 

13-8-11 

0175.6-3- 

13-8-10 

U363.7-26- 

1.7-L.5-.8 

P36 

Ul,l36-l-x 

Ml, 149-x 

Ml, 136-x 

Ml, 151.5 

Ml, 136-1*1 

Ml, 151. 5 

Ml, 151. 5 

MR7-H-3 

MR7-15.B-1 

Ml, 151-5 

Ml,l49-x 

Mi,i36-7E 

-2E 

UR7-17 
HR7-5E 
MR7-17-5 
HI, 15U5 

M1.136-1-X 
- Ml, 151.5 


Coal Branch of 
lilttte L f Outre Creek 
Peruqua Creek 

Branch of Cuivro Creek 

Bear Creek 

Town Creek 

Indian Creek to 
F.lk Crook 

Eleven Point lUver 

Branch of 
Enst Tabo Creek 

East Tebo Creek 
Creek to Dykes Drench 
Poruque Creek 

Branch of Gravola Creek 

Harlem Creek to 
Mtflflfafttnni River 

Branch to 
River Dee Peres 

Mississippi lUver 

Oravois Creek 

Mississippi River 

Mississippi River 

Creek to Coldwater Creek 

Effluent and bypass to 
Coldwater Creek 

Mississippi River 

Harlem Creek to 
MIsstflMnnl River 

Deer Creek to River Des 
Perea to Mississippi R. 

Coldwater Creek 

Creek to Coldwater Creek 
to Missouri River 
CoLdwater Creek 

Mississippi River 

Coldwater Creek to 
Missouri River 
k Oravoia Creek 

Mississippi River 
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STATE 


!J 




LI 


1 '} 


COMMUNITY, SFAVER 
OR 

SANITARY DISTRICT 
INSTITUTION 


DRAIN- 

AGE 

BASIN 


MISSOURI 


WATER- 

COURSE 

MILEAGE 


10 

S« U JL s. D. luU 

Cl iv to a 18 

S. L. Jt. 3. D, UM 

Cabarar Lands Subd. 19 

S. L* U. S* D, UH 

CoVarr ft Ids® Subd. 18 

5, L. U, S, D. UU 

[Crescent Acres Subd. 

S. L. U. 3. D. 

Crave Coaur 

3. L. U. 8. 8. 

Crystal Lake Park 
S. L. U. S. D* 

Ojrti s 

S* hm Ui S. D. 

Dea Parcs 

S. L. V. S, D. 

E* Hiver View Gdna. 

11 !•« U. B. ». 

Ednundsan 
S. L. U. S. D. 

El® weed* 

8* L. M. S. D. 

Fair Acres J 6 Subd. 

S* L. U. S. D. 

Ferguson 
3, L. H* a* D. 
Florissant 

a * L i Hi S. D. 

Ports t Hills* 

S, L* U, S. D. 

Glendale 

IS, L. U. fl, E>. 
plan Echo Park 

S. Li U. S. 0* 
nacdfsUoT Terrace 

3. Li M. 3. D. 

[Grant wood Village 
3 » L. M. Si D. 

Green Pk. Hills Subd 

g. Li Hi Si D, 

HinlavTflge Area 
K 8. L. IL S. D * 

Heage Hill and** 

11 S* L. M. Si D. 
j HuntlaUh 

» 5, L. Hi S, D. 

Jertninee 

H 3. L. Hi Si D i 
K irkwood* 
h5 3 i Li U« Si Di 
K irkwood* 


DISCHARGE 

TO 


12 


IT 


3. Li M. Si D. 

La Due 

B. Li M. Si Di 
L a Due Area 

S * L* H* St D« 

Lake Sherwood Subd . 
S* Li M. Si Di 
L« Hay 


18 

UM 

10 
UU 
18 
UU 
18 

UU 
IB 

UH 

18 

[HR 1 
IS 
U U 
18 

uu 

IB 

ini 

18 

[UR 

IS 

|UH 

18 

UH 

18 

|UH 

lie 

uh 

18 

|tm 

18 

uh 

18 

m 

la 

UH 

18 

UU 1 
IB 

UH 
ia 
uu 
18 
UH 
19 

UH 
18 
UU 


Ul, 136-7E Deer Creek to River Des 
-IE Perea to Mississippi R. 

HI, 171-2-1 Watkins Creek to 
Mlsstsfliooi River 

Watkins Creek to 
u^nisslnnl River 

U156-1-6 Branch of Gravels Creek 

Ml , 136-7S Doer Creek to River Des 
10B Peres to Mississippi ft. 

Ml, 136-7E Deer Creek to River Des 
Perea to Mississippi R* 

lUissiasippi River 

Ml, 136-x |Deer Creek to River Des 
Peres to Mississippi R» 

Ml, 151.5 Mississippi River 

[UR7-15.8-2 Creek to Coldeater Creek 

Ml, 136-x University City Branch of 
River Dea Peres to** 

|ktl , 176-6E Watkins Creek to 
Mlsslasinni River 

Ml, 151*5 |MiB3is3ippi River 
|U7-12 Coldwater Creek 

|U1 ,151 ,5 iMlaaisslppl River 
Ml, 136-78 (Mississippi River 
[lil, 136-x 
Ml,l50-x 

|U1, 136-x loravols Creek 
Ml,l36-l-4E|Gravoia Creek 

iiasiasippi River 


YEAR 


1962 


PAGE l£ of 1 6 


P.E. (BOD) 


UN- _ 
TREATED 
WASTE 


DIS- 

CHARGED 

WASTE 


13 


Jranoh of River Des Peres 
(to Misaissippi River 

Baden Creek to 
Ml«atnfHrini River 


Ml. 136-x Branch of River Des Peres 
to Mississippi River 

Ml , l36-7E-x|Deer Creek to River^Dea |x 


VQDI V* «iV« ,TW ' 

Pores to Mississippi R. 
Ml, 151.5 Mississippi River 

[m 1,1?6-1-7E Branch of Qravoia Creek 

Ml, 125-20E Sugar Creek to Grand 

0 1 size to Meratnea River 

Ul,l36-7E-x Deer Creek to 

River Des Peres 


|lLl,i36-7E-x 
HI, 136-x 
Ml, 136-x 


Deer Creek to 
(River Des Peres 
branch to River Dea Peres 
to Mississippi River 
Branch of Oravoia Creek 


300 

210 

110 

35 


REMARKS 


*Un incorporated Area* 
**Miasls9inol River. 


#Terraoe Subdivision. 


•View Subdivision. 


*Laffin8»ell Plant. 
•Sugar Creak Plant. 




INVENTORY 


OF MUNICIPAL WASTE FACILITIES 

'state 


[u’j 

i * 


OR 

NIT ARY D1STRI 
INSTITUTION 


S. L* «. S. D. 

Le Wav Gardens Sul 
S. L. It. S. D. 
t.invle* Drive 

S. L* U. s. D, 
Maplewood 

S. L. N . s. 0 4 

Marvorm Village 

S. L. U. S, D. 
Maria Crack* 

S* L. U» S. D, 
Hehvllle Area 

S, L. W, S. D„ 
Melrose 

S ■ L* U* 3« D, 
Wants ray tfeadawa* 
S. L. U. S. D, 
Wonfcioello 

»- U If* S. D. 

. Normandy 

S. L. U, S. D, 
Northdals* 

S, L» If. s. D. 
Northern te Estates* 
S. L. N, S. D. 
Ngrthea te Estates# 
S. L» U. s, D, 

Worth ftarrch Acres 

S* Li. M. S. D« 
Northwooda 

S. L. M, S. Q« 
Oakland 

8* L. If « S. D* 

Old freer Creek S , D 
S. L. If, S. D, 

Old McKnUht S. D. 

S. L. U. S. B. 

Old 8, D. £ l 
6* L. W. S. 

Old Si D, f 3 

3. L. U, 5. D, 

OW 3» B. 5 

3* L. if. S. D. 

Olivette 

S. L, If*. 0. D, 
Overland 

3. U If. 3. D. 

Parker Estates Subd, 
S.-L. It, S. D. 
Pasadena Hills 
s. L« ft* 8. D. 
Pasadena Park 

8- I*. It, S. D. 

Pitie Levn 
8* U If. S. O* 

Point. Rreese Subd. 

S. L« W; S. D. 
Richmond Heights 

s. L. ir^ a. d. 

Rose Cardens Subd. 


Iyear 


MISSOURI 


,ct 


COUNTY 

2 

I960 

Population 

3 

Estimated 

Population 

Served 

4 

5 £ 

h O 
? w 3 

illll 

im 

■ — 1 II 

1 

1 

m 

treatment 

HMjjh 

3HJ2SB 

II 

Saint Louis 

3QC 

300 

S x 

/ 

X 

8 

ShCiOo 

— 


~ 

«* 


x 

.. 


Saint Louis 

200 

300 

3 x 


None 


Saint Louis 

12,555 

12,550 

CS x 

- 

None 


' Saint Louis 

320 

320 

3 x 


None 


Saint Louis 

3,000 

3,000 

JS x 


None 


Saint Louis 

2,000 

■ 1,500 > 

X 

X 

Cs 



* 

- 





Saint Louis 

20 

6,000 £ 

C x 


None 


Saint Louis 

240 

120 E 

X 

X 

ShAaAraAeCp 


Saint Louia 

159 

160 C 

S x 

X 

None 


Saint Louis 

4,452 

4,450 S 

X 

- 

None 

t 

Saint Louia 

150 

150 x 

X 

X 

CsFa 

1 


" 

- 

. 

X 

_ 


Saint Louia 

iao 

100 s 

0,018 

■ 

ShAamCp 

1 

Saint Louia 

- 

500 S 

0,050 

n 

ShAmaCp 

, 

Saint Louis 

200 

200 S 

0,0MB 


ShAaeCpLp 

. 

Saint Louis 

4,701 

1,500 x 

X 

1 

None 

. 

Saint Louis 

1,552 

1,000 SI 

3 x 

1 

SoCmAaCoDcBo 

u 

Saint Louia 

- 

6,000 S 

X 


None 


Saint Louis 

- 

1,500 SC 


■ 

None 

u 

Saint Louis 

- 

600 x 

J4l 


None 

If 

Saint Louis 

- 

1,800 S 

n 

B 

None 

u 

Saint Louis 









320 S 

es 

HI 

None 

II 

Saint Louis 

8,257 

8,255 x 

X 

* 

None 

11 

Saint Louis 

22,763 

(22,765) x 

X 

_ 

See Saint Johns 

23 

Saint Louis 

4(1 


- 

- 

Overland S, D, 




40 3 

X 

X 

ShAaAeCpFs 

U 

Saint Louis 

1,315 

1,300 C 

X 

X 

None 

If 

Saint Louis 

600 

680 3 

X 

, 

1 

None 

16 

Saint Louis 

5,943 

5,900 SC 

X 

_ 

None 

IT 

Saint Louis 

150 

150 3 

X 

X 

Cs j 

a 


*• 

~ — 





Saint Louis 

15,623 

14,80003 

X 

• 

None 

19 

Salat Louis 

400 

400 S 

X 

X 

ScCmAaCmDcX 



TT" — 

“ 

“ . 

X 




136 











INVENTORY OF MUNICIPAL WASTE FACILITIES 


STATE 


MISSOURI 


A: 

U 

j COMMUNITY, SEWER 
OR 

SANITARY DISTRICT 
INSTITUTION 

9 

B 

WATER- 

COURSE 

MILEAGE 

U 

DISCHARGE 

TO 

12 

PE. {BOD) 

1 


rn? 

UN- 

TREATED 

WASTE 

..If 

DIS- 
CHARGED 
WASTE 
i | ^ 

R3 

I 

S. 1, M. S. D. 


B 

81,136-1-3 

Gravois Creek 

x 

m 


La Usv Gardens Subd. 

18 

- 

- 


x 


' 

S. L. B. S. D. 

UK 

- 

ML, 156-1-7E 

Branch of Gravois Creek 

X 

0 


Ltnwlew Drive 

18 

- 

“ 


X 


J 

S. L. U. S. D. 

UU 

- 

Ul , 13&-7E 

Deer Creek to River Des 

x 

0 


!Mao!e*ood 

18 

- 

- 

Peres to Mississippi ft. 

X 



S, L, H. 8. D. 

uh 

- 

Ml, 151.5 

Mississippi River 

X 

m 


Har?ona Village 

18 

- 

- 


X 

- 

1 

a. L. U. S. D, 

m 

- 

X 

Mississippi River 

X 

0 


Marla Creek* 

18 

- 

- 


X 


* 

5. t», H. S. D. 

uu 

- 

Ul, 136 

Gravois Creek 

x 

4 


Vffhytllfl Area 

18 

- 

- 


X 


7 

S. L. H. S. D. 

UU 

- 

HI, 151.5 

Mississippi River 

X 

0 


Kelroaa 

18 

- 

- 


X 

_ 

1 

! S. L, U. S, 0. 

UU 

- 

M1.136-X 

Gravois Creek 

X 

4 


Uonterev Meadows* 

18 

- 

- 


X 


1 

S* L. U* S. D, 

UU 


X 

X 

x 

0 


ionUcaUo 

18 

- 

- 


X 


A 

3. L. U. S. D. 

UU 

“ 

HI, 151.5 

Mississippi River 

X 

0 


Norland/ 

18 

~ 

- 


X 

_ 

;L 

S, L. If. S. D. 

UU 

- 

X 

Gink hole to 

X 

4 


Northdale* 

12 

- 

- 

Mississippi River 

X 

- 


S. 1 .. If. s. ». 

UU 

- 

Ul , 176E-5E 

Watkins Creek to 

X 

X 


Worthsrato Estates* 

10 

- 

- 

UississinDi River 

X 


13 

S. It. If. S. J>. 

UM 

- ■ 

HI, 176E-5E 

Watkins Creek 

X 

X 


North^oto Estates* 

UJ 

- 

- 


X 


'A 

a. l. it. s. ». 

UU 

- 

Ml, 176E-7E 

Watkina Creek to 

X 

X 


Worth Ranch Aores 

18 

~ 

-0.2E 

Misnissl odI River 

X 


3 

5. L. If. S. D. 

UU 


Ul f l50~x 

Baden Creek to 

X 

0 


NortHvoods 

IB 

- 

- 

Uississinni River 

X 


£ 

S. L. It. S. D. 

UU 

- 

UL,136-x 

Gravois Creek 

X 

4 


Oakland 

m 

- 

- 


X 



S » La II, 8, D. 

UU 

- 

Ml, L36-7E-X 

Deer Creek to 

X 

0 



18 

- 

- 

River Dos Peres 

X 


i 

3. L. H. S. D. 

UU 

- 

Ul, 136-x 

Deer Creek to River Dea 

X 

0 


Old KoKnUhfc S. D. 

18 

- 

- 

Peres to Mississippi R* 

X 


i 

3. L, U. S. 

UU 

- 

X 

Mississippi River 

X 

X 


Old £. D. 0 \ 

18 

- 



X 

- 

» 

S. L. H. S. D. 

UU 

- 

X 

Mississippi River 

X 

X 


Old S, D, | 3 

|E 

- 

- 


X 

- 

!3 

ft. L. U. 8. D. 


L 

X 

[Mississippi River 

X 

X 


Old S. D. | 5 


- 

- 


X 

- 

!| 

3a L. 11. 8. D, 


L 

X 

University City Braneh 

X 

0 


Olivette 

18 

r 

- 

nnd Deer Creek 

X 

- 

3 

S. It. If. fl. D. 

UR 

- 

- 

Coidxater Creek 

- 

- 


Overland 

12 

- 

~ 


- 

- 

* 

S a La N»St D« 

UR 


MR7-X 

Creek to Coldwater Creek 


4 


Parker Estate® Subd. 

12 

U 

- 



- 

1 

S. L. If. 8. D, 

UU 


Ul»150-x 

Baden Creek to 

< 

3 


Pasadena. Ill Us 

18 

- 

- 

Mlssissinoi River 


- 

S 

a. L. it. 8. D. 

UU 

- 

Ul, 150-x 

Baden Creek to 

( 

3 


Pasadena Park 

18 

- 

- 

Mlssissinoi River 


- 

J 

8. La K. Sa Da 

UU 


Ul,149-x 

Harlen Creek to 




Pine Lawn 

18 

- 

- 

Mississippi River 


- 

1 

Sa L. It. S. Da 

UU 

_ 

Ul, 136-x 

Branoh of Gravois Creek 


1 


Paint Breeze Subd. 

18 

- 

- 



- 

J 

8. L. U. 8. D. 

UU 

- 

X 

Mississippi River 


c 


Richmond Heights 

18 


- 



- 

J 

3 » La Vt S« D. 



Ul,l36-1«5E 

Gink hole to 

i 

I 


Rose Gardena Subd. 

1 


- 

Gravois Creek 

: 



YEAR 


Wja page 13 of 16 


REMARKS 


•Old District. 


♦♦Subdivision, 


♦♦Unincorporated Area. 
*Eaat Subdivision. 
*Weat Subdivision, 


137 












INVENTORY OF MUNICIPAL WASTE FACILITIES 

(state 


OR 

SANITARY DISTRICT 
INSTITUTION 


8. Li If. 8. D, 

* Saint Atm 

fr. L, H. 8* Di 

Saint Ann Hills 

Si L. Mi 3. D. 

Saint George 

S. L» M • 3. D. 

Saint John 

8. L . Mi 3. Da 

* Saint John's* 

8. L. *, 8. D. 
fiehn«r**in Heights 
S. L. M. 8. D. 

South Lackland S. D. 
S. L. If. 8, 0. 

S. fa Webster Groves 
S. L. M. S. Da 
Sntnlah Lake 

8» L. M* 8* D • 

StaUv Avenue Subd. 
8. L. K. Sa D« 
Surfslda Subdivision 

8. L. JU 8. D. 

Two Mile 8, D. 

8. La It. 3a D» 

University City 

3* La Ml 8a Da 

Velda Villa** Hill* 

8. L. If ». S. D* 
ViotorU Park Subd. 

8. La «. 8. D* 

Vinlta Park 

8. L. H. 3. Da 
Vi nits Terrace 
8a La Ml 3 a Da 
Vatton Road Area 

8. L. If, 3a Da 
lebater Groves 

8a La Ha 8. Da 

felUton 

8. L. M. 8. Da 
•lokhaie Park Subd. 

8a La B* 8. Da 

Wilbur Park 

8* La M. Sa Da 

A. Woodson Terrace 

8* La Ct 8a Da 
Ancle HtU Subd. 

3. La Ca 3. Da 
Assunotlon Subd. 

8a La Ca 8a D« 
Ballwin 

8a La C« 8* D# 
Barrinwton Eatatee 
8* La Ca Sa Da 
BonfUe Sewer Co. 

8* La pa 8a Da, 
Chester tans Subd. 

La Ca S. D* 

Colony poods 


Calnt Louis 
Saint Louia 
Saint Louia 
Saint Louia 
Saint Louis 
Saint Louia 
Saint Louia 
Saint Louts 
Saint Louis 
Saint Louis 
Saint Louia 
Saint Louis 
Saint Louis 
Saint Louis 
Saint Louia 
Saint Louia 
Salat Louia 
Saint Louis 
Saint Louis 
Saint Louis 
Saint Louis 
Saint Louis 
Saint Louis 
Saint Louis 
Saint Louis 
8alnt Louis 
8aint Louis 
Saint Louts 
Saint Louis 
Saint louts 


I960 

Population 



s £ 

Dcs'd 

For 

Estimated 

P o 
sSd 

Average 

Population 

DailyFlow 

Served 

os 5 >-» 
Wg gjdC 

iiS <03 

MGD 
> p.n. 

! (lOOO’s) 


[ 1962 | PAGE 

TREATMENT FACILITIES 


TREATMENT 



ScCmAraCmDoBo 

See Saint Ann 

See S. L» U, S. D. 

Affton Area 

See Saint John's 
Overland 8. D* 

SoCfflAmCoiDo frapratRo 

None 

See Saint John's 
Overland S. D, 
ShCraAmCmDorfio 

None 

CsFs 

ShAmeCp 

None 

None 

None 

CsFs 

None 

None 

None 

None 

None 

CsFs 

CsFs 

ShCnAmCraDpBo 

Lo 

ShAtceCp 

(not oneratlnw) 

None 

(plant under oonatrua tion ) 
ShAmeCp 

ShSeCcurthCn 

Lo 

ShAmeCp 


INVENTORY OF MUNICIPA L WASTE FACILITIES 

STATE 

MISSOURI 

T I P E. -(BODl | Sj 
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COMMUNITY, SEWER 
OR 

SANITARY DISTRICT 
INSTITUTION 


ft Saint Arm 
S. U Mr 3. 0* 
Saint Ann Hills 

3, lo If. Sr D« 
Sitnt Georgo 


Saint John 

S* tl« Ur 3* D. ] 

* Saint John's# 

S. L. H, a. Dr 1 

Sehuerman Heights 

Sr Lr Ur 3. Dr ] 

Sooth Lackland Sr D« ] 

Sr U Ur Sr Dr 1 

S, debater Groves 

^ SrLirUrSrDr ] 

Spanish Lake 

ls S. L. U. S. D. l 

Si a lay Avenue Subd. 

11 S. t. It. S, D. 

Surfalde Subdivision 

11 S. L. U. S. D. 

Two Mile S, D. 

11 IS. L. H. S. D. 

University City 

'* s. l. ». s. a. 

Val<Ja Village [I 111 a 

11 S. L. It. 8. D. 

Victoria Park Subd. 



REMARKS 


Coidwater Crook 


Coidwater Creek 


Id 

3. t. M. 3. D. 

UU - U 1,136-17E 


Vlnito Park 

18 - -x 

11 

3* li U , S* D# 

UM - Ul, 136-17E 


VinlU Terraoe 

IB - ~x 

It 

3 , L* It. 3* D. 

UU - Mi, 131.5 


Walton Road Area 

18 — 

IJ 

& • L« K. 3 * D . 

UM - M1,136-7E 


Webster Groves 

18 - -IE 

» 

5. L, H* B. D. 

UM - H1,136-45B 


fellaton 

ie - -x 

11 

3* L* It. 8. D. 

.UK - U7-U-2 


Wickham Park Subd. 

12 - - 

11 

S* U H. S« D. 

UM - Ul , 136-2E-X 


Wilbur Park 

18 - - 

n 

3. Lf U« S. D. 

UR - UR7-19 


* Woodson. Terrace 

12 - - 

u 

S * L, C. S * D • 

UR - Ml ,125-20E 


Aoola FHL1 Subd, 

12 - - 

n 

3. L, C, 8* D, 

UU Ul,l25-4E~x 


Assumption Subd. 

19 - - 

& 

8* L, C* 3* D. 

UK - 141,125-* 


Ballwin 

19 - - 

IT 

8* L» 0, B • D, 

UM - 111, 125-x 


Barrington Estates 

19 - - 

is 

S , L, 0. 8. D * 

UR - HR-x 


Ronflle Sever Co. 

13 - - 

» 

3. L, C* 3. 0. 

HR - HR35B-X 


Cheater Lane Subd. 

12 - - 

& 

,&• Li 0» 3 » D. 

UR - Ml, 135?* 


Col ony Woods 

19 - - 


Branch of Gravois Creek 

- Coldvater Creek 

MR7-18 Coidwater Creek 

MR7-19 Coldvater Greek 

Coidwater Creek 

Ul,l36-x River Des Perea to 

Miasiaal noi River x 

UR7-X Coidwater Creek x 

- x 

141,136 Branch of River Des Peres x 

- to Mississippi River x 

Ul, 176-4L Watkins Creek to * 

UiesUsinol River x 

Idi , 136-7E-X Deer Creek to River Dea x 

Perea to Mississippi R. x 

x Mississippi River * 

, x 

141,149-x Harlem Creek to x 

- MiasIsMnni River X 

Ml, I36~x Creek to River Dea Perea x 

to Mississippi River x 

U 1 , 136-17E University City Branch of x 
-x River Des Peres* x 

Ul, 136-17E University City Branch of x 
«x River Des Perea* x 

HI, 151.5 Mississippi River * 

« x 

Hi , 136-7E Deer Creek to River Des 

-IE Peres to Mississippi R* 

M1,136-45B University City Branch of x 
— x River Dea Perea* ;* 

M7-11-2 Ea9t Branch of 

- Coidwater Creek 

Ml , 136-2K-X Branch of Gravois Creek x 

x 

UR7-19 ColdwaterCraek to * 

- Missouri River * 

Ml,T25-20B Sugar Creek, Grand Olaize * 
to Mersraeo River * 

Ml,l25-4E-x Matteae Creek Watershed x 
to Meramec River * 

Ml , 125-x Fish Pdt Creek to * 

Meramec River * 

111, 125-x Creek to Qravola Creek to x 
_ Meramec River * 

MR-x Cow Mire Creek to * 

^ Miqsnttrl River * 

UR35B-X Creek to Fee Fee Creek to x 
Creve Couer Lake to* x 
111,135?* Creek to Grand Glaixe to x 
. Merameo River * 


26 f OOOB 0 
26. WOE - 


♦to Mississippi River* 
* to Mississippi River* 


■to Mississippi River. 


■Missouri River. 







INVENTORY 


COMM UNITV. SEWER 
OR 

SANITARY DISTRICT 
INSTITUTION 

I 

COUNTY 

2 

I960 

Population 

3 

St L. C» S* D* 

Dover Creat Subd. 

Saint Louis 

150 

S. I** C* S. D. 
SlUsville 

Saint Louis 

2,732 

® ■ Lt C • B • D. 

Eureka 

Saint Louis 

1,134 

6. L. C* S. D. 

Pawn Rids® Subd. 

Saint Louis 

100 

&• L. C. 3. D. 

Fee. Fee & \ 

Saint Louis 

2,000 

S. L. C* S. D. 

Fee Pea f Z 

Saint Louis 

450 

S. L • C * St S« 

Fee Fee 3 

Saint Louis 

1,000 

St L« C. S. Dt 

Fee Fee § 4 

Saint Louis 

2,000 

S. Lt C. S. D. 

Fee Fee # 5 

Saint Louis 

2,700 

S. L. C. S. D. 

Fee Fee 4 6 

Saint Louis 

500 

8. Lt Ct S« D. 

Pee Fee ff 7 

Saint Louis 

100 

S. U U. 3. D. 

Fee Fee , 8 

Saint Louis 

2,650 

St L. Ct S. D. 

Fee Fee 4 9 

Saint Louis 

200 

St L« C. S. D . 

Fee Fee # ll 

Saint Louis 

L50 

S« L« Ct S. Dt 

Fee Fee # 12 

Saint Louis 

75 

S . L» C« St D-t 

Fee Fee » 14 

Saint Louis 

50 

S» Lt Ct Si D* 

Fenton 

Saint Louis 

207 

S. L. C. S. D, 
Manchester 

Saint Louis 

2,021 

St L. C, S. D, 
Manchester 

Saint Louis 

- 

S. Lt C. S, Dt 
Matteae Meadowa 

Saint Louis 

15 

St Lt C. S. D. 

Nerameo Hills Subd, 

Saint Louis 

45 

St Lt Ct St Dt 

Missouri Bottoms* 

Saint Louis 

1,300 

S t Lt Ct St Dt 

Montlero Subd. 

Saint Louis 

40 

St Lt C. S» Dt 
Plerrnoht Subd • 

Saint Louis 

500 

S*. L*. C# St Dt 

JUdt?e Creek Subd. 

Saint Louis 

40 

St L r Ct 8 1 D« 
Riverside Subd. 

Saint Louis 

200 

St Lt a. S, Dt 
Saddles our Subd. 

Saint Louis 

200 

S* L. Ct S. D. 

Saint Catharine* 

Saint Louis 

30 

S # L* C. S. D« 
Soanieh Lake Area 

Saint Louis 

6,700 

St L* Ct S* Dt 

Sunset Estates Subd. 

Saint Louis 

j_ 

100 


OF MUNICIPAL WASTE FACILITIES 



3 & 

“ w2 

Des'd 

For 

TREATMENT FACILITIES 

'll 

Estimated 

Avcragt 



Population 

Served 

5 o«. 

pS 5 ^ 

DailyFlo 

MGD 

TREATMENT 

USE 

NO 


^ w 5 f- 
> < L 

P.H. 


4 

<02 

(1000‘s) 



150 

S x 

7 

X 

x 

8 

ShAmaaCp 

1 

1,000 

S 

X 

Lo (2) 

I 

- 

■ 

X 



250 

s X 

X 

Lo 

b 

~ 

- 

X 

- 


100 

3 x 

0.017E 

ShAaeCpFs 

! A 

- 

“ 

0.165E 

- 


2,000 

3 x 

X 

SbAmeLo 

5 

~ 

- 

X 

- 


320 

3 x 

X 

ShAmAaCp 

6 

■ 

“ 

X 

- 


800 

3 x 

X 

ShAmAaCp 

1 

- 

- 

X 



2,000 

3 x 

X 

ShAaeCm 

f 

- 

- v 

X 

- 


3,600 S 

X 

X 

ShLo* 

9 



X 

(5.3 aores) 


500 

l X 

X 

La 

ID 

- 

- 

X 

- 


100 

1 X 

X 

Lo 

11 

- 

■ 

X 

- 


2,650 S 

X 

X 

Lo 

II 

- 

- 

X 

- 


200 $ 

X 

X 

Lo 

n 

~ 

- 

X 

- 


150 S 

i X 

X 

Lo 

14 

“ 

- 

X 

- 


75 fi 

1 X 

X 

Lo 

11 

- 

‘ 

X 

- 


50 S 

1 X 

X 

Lo i 

16 

“ 

• 

X 

« 


300 a 

1 X 

X 

ShCiFt 

U 

“ - 

- 

X 

(llnnld sludge disposal) 


1,000 s 

X 

X 

Lo 

IS 

“ 

- 

X 

(temporary) 


1,900 3 

X 

0.450 

SgCmFtrCmW 

19 

- 

- 

4*500 

(under construotlon) 


15 S 

X 

X 

CaFa 

to 

“ 

- 

X 

- 


45 B 

X 

X 

CsFa 

21 


- 

X 

- 


1,300 S 

X 

X 

Lo | 

22 


“ 

X 

- 


40 3 

X 

X 

ShAmeCp ! 

1) 


- 

X 

- 


500 S 

X 

X 

Lo 

24 

- - 

- • 

X 

- 


40 S 

X 

X 

ShAmeCp 1 

21 

200 S 

X 

X 

Lo 

26 

" 

- 

X 

- 


200 S 

X 

X 

ShAmeCp 

27 

- 

- 

X 

• 


30 S 

0,003 

X 

CsFs 

IS 

- 

- ' 

’ X 

- 


5,200 S 

X 

X 

CaFa 

29 

~ 

- 

X 

- 


100 s 

X 

X 

X 

ShAraeCp* 

50 


STATE 

YEAR 


MISSOURI 

1962 
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'•'^U.^ITY. SEWER 
v. v OR 
" DISTRICT 

^“STtTUTION 


DRAIN 
' AGE 
BASIN 


Maj. 

[Min 



D. 

Crest Subd, 

fhl*' S. D» 

, lls vnie 

s - D * 

!: „ L * c. 3 . d. 

J rf> Hldee Subd. 

, S * l. 

I ? * e Fl 

i?' *-• 


jSul> 


10 


[lOa 


<2. S. D* 
a # t 


Ull 
19 
UU 
19 
UH 
19 

luu 

IB 

lUR 

12 

I12 

I HR 
12 

[HR 

12 

[hr 

12 

[hr 

12 

|hr 

12 

| HR 
1 1.2 
HR 
12 
MR 
12 


WATER- 

COURSE 

MILEAGE 


11 


. — C. S. D. 

|'«* F* e t 3 

1*- **• c. s. D. 

f*« F«a # 3 
* |?‘ L. c. g. D. 
j ^ese # 4 
S* t»* C. S, D* 

Fee n 5 

L. <3, S, D. 

S Fe ® Foe 0 6 
r - *-* C. $. D, 

Fe * Fee # 7 

S- li, (J« S. D* 

?«a Fee 0 B 

| s - L., C. S. D. 

Fee Fee # 9 

[a* t<- c* s, d. 

.Fee F &a 0 11 

|8* L* C* S* D. 

Fee Foe 0 12 

3i L • C« S ♦ D * 

Fee Fee 0 14 

S* Li C* S« Hi 
T ent on 

S* Lr* Ci Si D« 
Manchester 

p* ti* C* Si D« 
feancheater 
jS* L» C. 3* Di 
Uattese Meadova 

S» l*-» Ct S > D* 
yeraiec Hills Subd- 

S. L, C. S* D. 
Hlsaourl Bottoms* 

Si C* 8. Dp 

1 llontlEfo Subd- 

Si !*• S, D- 
pier retort t Subd* 

t** c* a* 

Bldsca CreeTt Subd. 

|s* 0* S. D, 

R l -/ers Id a Subd. 

Li C* S* D* 
Saddles our Subd. 
jg, Li C* S. D. 
galn-t Catherine* 

5i I»* Ci S. D* 
gpatilsh Lake Area 

IS* L, C» Si D* 

I gunaet Estates Subd 


12 

HR 
12 

UH 
18 

I DM 
19 

is 

UM 

19 

|tm 
19 
|UR 
12 

uu 

19 
jlW 
19 
MR 
12 
UM 
19 

im 
19 
|UM 

ie 

MR 

12 
luu 

19 


Ml,l25-4B-x 

Hi, 125-205 
-155 

M1.125-35B 

-x 

U1.125-X 

UR35E-X 

x 

UR35E-X 

HR35E-X 

MR35E-X 

x 

MR35E-X 
HR35E-X 
- UR35E-X 
MR35E-X 
UR33B-X 
UR35E-X 


DISCHARGE 

TO 


P.E. (RODl 

J 

UN~ 

'2. 

treated 

c t 

WASTE 

-S| 

DIS- 

3 k 

CHARGED 

WASTE 

11 


111,125-155 
Ml , 125“20E 


lyatteae Creek to 
Herameo River 
Fioh Pot Creek to 
[Maramoa River 
Creek to Herameo River 

luerameo Drainage Area 


(Fee Fee Creek to 
Missouri River 

Fee Fee Creek 
missouri River 

Fee Fee Creek to 
Missouri River 

Fee Fee Creek to 
m fiftmiri River 
|Fee Fee Creek to 
Missouri River 
iCreek to Fee Fee Creek to 
.River Crave Couer to* 
Creek to Fee Fee Creek to 
|creve Couer Lake 
Creek to Fee Foa Creak to 
Orevft Couer Lake to* 

Creek to Fee Fee Creek to 
Creve Couer Lake to* 

Creek to Fee Fee Creek to 
Crave Couer Lake to* 

Creek to Fee Fee Creek to 
Creve Couer Lake to* 

Creek to Fee Fee Creek to 
Creve Coeur Lake to* 

Creek to Merameo River 


remarks 



120-5 

|Ml f 125-4E-x 

MR35E-X 

Mi,l25”4E-x 

Ml,125-x 
UR35E-X 
[Ul,125B 
Kl*125-x 

lui,125-4B-x 
IIR2E 

l#l,l25-4B-x 


Grand GLaize Creek to 
Merameo River 
3rand Glaize 


|liatte3e Creek to 
Uerameo River 
Creek to Meroiaeo River 

Duck Pond Creek to 
Missouri River 
Maltese Creek tatershed 
to Merameo River 
Grand Glaize Creek to 
Morameo River 
Creek to Fee Fee Creek to 
Crave Gouer Lake to 
Creek to Merameo River 

[creek to Grand Glaiie to 
Merameo River 
Maltese Creek to 
|Meramao Rivar 
I Sink hole to 
Missouri Rivar 
Ltt.se Creek Watershed 
to Meramao Rlv er 
iai 


1,9000 

20OE 


^Meohanioal aerators. 
•Missouri River. 

♦Missouri River. 
•Misaouri River* 
♦Missouri River. 
•Missouri RlYer. 
•Missouri River. 


•Sever Company* 


•Missouri River. 


.Labour. Cennunlty System. 


• pover dlaoonoeot.dj operating aa open 

aeptlo tank. — 
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OR 

SANITARY DISTRICT 
INSTITUTION 


COUNTY 


I960 

Population 

Estimated 

Population 

Served 

Type 

SEWER SYSTEM 

AVERAGE 
DAILY FLOW 

Des’d 

For 

TREATMENT FACILITIES 



' 13N 
NO 

. Avcrag 
DailyPlc 
MGD 

c 

W TREATMBNT 

D P.E. 

S (tOOO’s 


3 

4 

DU 

7 

8 

“ 

1CK 

) 100 

S x 

X 

CaFa 

1 

1 44C 

200 

S x 

- 

None 

2 

20 C 

200 

S X 

X 

X 

1 

- 

- 

- 

X 

{under construction) 


3,452 

2,600 

S X 

- 

None 

4 

ec 

60 

s X 

X 

Lo 

i 

- 

- 

- 

X 

- 


540 

540 

S 0-068 

- 

None 

6 

470 

470 

S x 

! 

None 

J 


- 

- 

- 

*• 


200 

0 

0 

S 0*004 

0.004 

CsFs 

I 

- 

- 

- 

0.200 

- 


z 

X 

B x 

X 

ShAraeCp 

9 

** 

- 

" 

X 

« 


1,700 

2,000 

3 0*250 

0.263 

ShO CoFtrCoDopBo 

ici 


“ 

- - 

2.000 

- 


260 

260 S 

l 0.005 

0.005 

CaFa 

11 

** 



0.260 

- 


400 

400 

0.040 

0.040 

Lo 

I) 


- 


0.400 

(no discharge) 


1,200 

1,200 

0.070 

0.200 

ShCpAsnCmDpBo 

n 


“ 

- 

2.000 

- 


200 

200 £ 

X 

0.100 

ShCiPtrBo 

' \4 

~ 

- 


1*000 

- 


X 

x £ 

X 

X 

8hCl 

If 



- 

X 

(liquid sludge hauled) 


100 

100 8 

X 

0.010 

CsFs 

16 



- 

o.ioo 

* 


X 

x X 

X 

X 

Lo 

IT 


“ 

- 

X 

- 


X 

X S 

1 X 

0.250 

ShSoClFtrCoBo 

L* 


- 

- 

2.500 

- 


BOO 

800 8 

X 

0,240 

Lo 

19 


- - 

- 

2.400 

(under oonatruoticn) 


2,700 

2,700 8 

0.500 

0.500 

SMJlFtrCoiBo 

JO 


** 

- 

3,000 

- 


250 

250 S 

0,005; 

0,005 

CaFa 

11 


- 

- 

0,250 

- 


250 

250 S 

0,004 

0.004 

CaFe 

11 


“ 

- 

0.250 



X 

250 S 

X 

0.035 

Lo 

n 


*■ 

- 

0,350 

- 


X 

x 8 

X 

X 

ShCiFtr 

24 


~ •* 

“ 

X 



210 

210 x 

X 

X 

Lo 

H 


- 

- 

X 

- 


X 

x 8 

X 

0.017 

Lo 

26 


- - 

- 

0.167 



120 

120 x 

X 

X 

CaD 

IT 



- 

X 

- 







21 






N 








l 


S' L, C. S. D. 

Tel -Haven Subd, 

S« L, C. S. D. 

Tovn and Country 
8. L. C. S' D, 
llonar Vatteaa* 

8« L» C. S» 0' 
VaUev Park 

S. L. C' S. 0, 

III llaaaburg 
ALCOA 

Reformatory 
DOONVriLB 
State Boya Hone 
CAIRO 

Cairo School 
CONCORD LANES 
Bovlin* Alley 

FARMINGTON 
State Hospital # 4 
H 10 BEE 

R VHt School 

HfGOINSYfLLB 
State School 
JACKSON 
County Fara 

JEFFER30N CITT 
City Auk. Prison 
LAMBERT FIELD 
Airport 

MC CONE HOME 

MANCHESTER 
Shonntnsf Center 
MARSHALL 
State School 
MOBERLT Media* 
Security Priaon 
NEVADA 

State Hospital # 3 

NEW CAMBRIA 

School 

NEW LONDON 

Elementary School 

PEHRYVILU5 

Bt. Mary'e Stminary 

STATE PRISON FARM |1 

STATE PRISON FARM §z\ 

TIPTON 

Vomens State Prison 
WITT FARM 


Saint Louis 
Saint Louis 
Saint Louie 
Saint Louie 
Saint Louis 
Cola 
Cooper 
Randolph 
Saint Louis 
Saint Francois 
Randolph 
Lafayette 
Jackson 
Cole 

Saint Louie 

Jackson 

Saint Louis 

Saline 

Randolph 

Vernon 

Macon 

Rails 

Perry 

Cole 

Callotay 

Moniteau 

Jackson 


142 







INVENTORY OF MUNICIPAL WASTE FACILITIES 


STATE 



MISSOURI 


PAfd x6 of 16 


COMMUNITY, SKWEtt 
OR 

UNITARY DISTRICT 
INSTITUTION 


DRAIN 

AGE 

BASIN 


)M in 


WATER- 

COURSE 

MILEAGE 


E. <U00) 


DISCHARGE 

TO 


UN- 

TREATED 

WASTE 


DIS- 
CHARGED 
WASTE 


REMARKS 


10 


EOa 


12 


J » L* C* 8* D» 
Ttl-Haven Subd, 

Si Li C i 5 1 D* 
fein. and Country 

Si Li- Cl 8 I D 4 
Upmp llattese* 

Si t* C« 8« D» 

T«.l l«v Parle 

t* l • Ci a. Oi 
lUllaasburg 

1UKW 

ftiforaatory 

EOCmiLtB 
Stite Soya Home 
CAIRO 

Cairo School 

CONCORD LAMES 
Berlin* Alloy 

FARMINGTON 
State Hospital 
fltOBEE 

fl Till School 

IfllOOfHSVaLB 
■auto School 
JACKSON 
County Farm 
JEFFERSON <3 ITT 
City Aux, Prison 

LAMBERT FIELD 
Airport 

MO OWE HOME 


# 4 


51 

DM 

19 

;s 

UM 

19 

MR 

i»l 

MR 

12 

a 

UM 

12 

UM 

19 

SM 

6 

MR 

1SS.I 

UR 

12 

MR 

12 

UR 

12 

MRl 

u| 

MR 

12 

UM 

19 

MR 

12 

UM 

12 

MR 

14 


Ul,l25-4E-x| 

Ml t 125-20E 
-10E 

Ml f i 25 - 4 E-x| 


Mattese Creek to 
Merameo River 
Grand GUUe Watershed to 
Merameo River 

Mattese Creek Watershed 
to Merameo River 


MANCHESTER 
Bhoooln* Cantor 

MARSHALL 
Stata Sohool 

MOSER LT Medium 
Security Prison 
NEVADA 

State Hospital # 3 

MEV CAMBRIA I MRl 

School I 12| 

REV LON DOS 
Elementary Sohool 

PERRIVILUG 
St* Mary's Beninary 

STATE PRISON FARM fl 
STATE PRISON FAPJI fZ 
TIPTON 

Womens Stato Prison 
UNITE FARM 


MI, 125 - 20 E 
-x 

«R35£-x 

U135-8 

M 195 

UMI, 249 - 

100E 

111, L25-4E 

SU670-250E 

-x-x 

MR 195 E-X-X 
M 310 . 8 - 9-5 
x 

x 

HR7-17E 

11345 , 7 - 11.6 

-l 

Ml, 125 -x 

11202 , 3 - 9.3 

- 12-14 

876 - 10-51 

0273*3-15 

- 3*2 

C60-3 


Branch of Merameo River 



Creek to Fee Fee Creek to 
Creve Coaur Lake to* 
Missouri River 

Missouri River 

Branoh of Mud Creek 

Mattes® Creek Watershed 
to Merameo River 

St. Francis River 
Branoh of Moniteau Creek 
Branoh of Tebo Creek 
Dry ravine 
Missouri River 
Coldwater Creek 
Creek to 

Mttti* Blue River 

Grand Glaiae to 
Merameo River 

Branoh of 
Salt Fork Creek 

Coon Creek 

Branch of Marmaton Creek 

Pusaie Creak 
Branch of Salt River 
X 

Branoh of Illaaourt Rlror 
Missouri River 
Branch of Monitaau Craak 
tlttla Cadar Craak 


2,600E 
2, 600E 


540 

540 

470 

470 

200 

20 


2,OOOE 

20QE 

260 

30 

400 

0 

1,200 

240 


100 

20 


2,700 

400 

350 

25 

250 

25 


210E 

20B 


■CoaaunUy Syataa. 


•Missouri River. 












INVENTORY OF MUNICIPAL WASTE FACILITIES 


STATE 

VKAR 


MISSOURI 

1562 

PAC.E 16 a of 


M 

Community or facility 
providing sever aervi c.a 

INDEPENDENCE j west side 

KANSAS CITY 

ST. LOUIS 

S L M S D AfTON AREA 
S LH SDSL ANT; 

S L M S D ST. JOHNS-OVERLAND S.D. 

S L M S D-WOODSON TERRACE 


3 SOUR I 

Communities and/or 
facilities served 

Sugar Creek 

Santa Fe Hills 

Rock Hill Village 
Shrewsbury 

S L M s D ST. George 

S L M S D St . Ann Hills 

S L M S D St. John 
S L M S D 3, Lakeland S.D. 

S L M S D Buder Park 



The data for this State have been collected 
with the helpful cooperation of the: 


Nebraska Department of Health 
Environmental Health Services 
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INVENTORY OF MUNICIPAL WASTE FACILITIES 



DRAIN- 

Immunity, sewer 1 basin 
or 

Unitary district 
INSTITUTION 


AIN5I0RTE 

ALSlOM 

al LTAMCE 

mm 

IX3LEr 

^ FAROE 

ISLTNOmM 

rihvr (vj 

KVOLO 

3«LARD 

SHTGil 

ra m sow 

J3UEW 

IROftA 

[TELL 

tSSETT 

ITTLE CHECK 

iTARD 

;ATaiCE 

:avsr city 

lAVEfl CROSS IHO 

£UBR 

LDEH 

XLEVUE 

MJtELHAN 

WHST 

nminoton 

RfRAND 

Q b PR I Mas 




PR (ROD} 

WATER' 

DISCHARGE 

UN- 

COURSE 


TREATED 

MILEAGE 

TO 

waste 

DIS- 

CHARGED 

WASTE 


STATE 

YEAR 


NEBRASKA 

1962 

M,;l 1 of 11 















BLADEN 

Webster 

322 

320 S 

BLAIR 

Washington 

4,931 

4,500 S 

BLOOMFIELD 

Knox 

1,349 

1,200 S 

BLUE HILL 

Webster 

723 

600 8 

DOTS T07N 

Douglas 

997 

990 S 

BRADSHA7 

York 

306 

300 S 


BRAINARD 

BRIDGEPORT 

BROADWATER 

BRQXCN BOZ 

BRUM I WO 

BURJELL 

BUSIfNELL 

BUTTE 

CAIRO 

CALLA7AY 

CAMBRIDGE 

CAMPBELL 

CEDAR BLUFFS 

CEDAR RAPIDS 

CENTER 

CENTRAL CITT 

CERESCO 


Butler 

300 

300 S 

WorriU 

1,645 

1,000 s 

Morrill 

235 

160 S 

Custer 

3,482 

3,400 S 

Thayer 

289 

150 S 

Garfield 

1,425 

COO 3 

Kimball 

266 

250 3 

Boyd 

526 

x 3 

Hall 

503 

490 S 

Custer 

603 

600 S 


| Furnas 

1,090 

Franklin 

424 

Saunders 

585 

Booone 

512 

Knox 

147 

Merrick 

2,406 


Saunders 


inAunCN 

Daves 

5,079 

CHAPPELL 

Devel 

1,280 

CHESTER 

Thayer 

480 

CLARKS 

Merrick 

439 

CLARKSON 

Colfax 

797 

CLATONIA 

Gage 

203 

CUT CENTER 

Clay 

792 


Dcs'd 

^ Fof 
w 2 Average 

C ^ DailyFlow 

* £ p Jl<££> .. 

> < 0 P E. 

< Q 2 | OOOO’s) • 
~6 \ 7 


x Lo 
0*350 - 

x ShScOhCroDrBoXdp 

7* 120 ~ 

x CiBo 

x 

x SoCpfAmCpjDopDo 

x 

x S CpFtnGpDopBo 

x 

x Lo 
0*325 - 

x Ca 
x 

- None 
None 

x SraCpFtnDo pDo 
4*600 - 

x CiFtrCpQo 

X 

Mono 

x ShCiLo 

0*400 - 


0.550 - 

600 3 X x CiBo 
~ x 

850 s x 0.120 CiFtrCpBo 
1*500 - 

410 S x x Cl 

“ x 

400 S 0,050 0. LOO ShScAmCpDpBo 
0,500 - 

500 S x <* None 


TREATMENT FACILITIES 


TREATMENT 


500 S 

100 s 

2,000 3 
350 S 
4,900 S 
1,200 S 
300 S 
430 3 
780 S 
190 S 
780 S 

148 


[ X ShCiFsBo 

1 0.150 - 

X C FtC 0 Bo 

x 

x Lo 

X 

X Ca 

x 

x ClFsBo 

X 

0.030 So(AmCp) Do pBo 

1.000 - 


X Lo 

0.200 - 

x Lo 

1.000 ^ 



INVENTORY OF MUNICIPAL WASTE FACILITIES 


COMMUNITY. SEWER 
OR 

-MTARY DISTRICT 
INSTITUTION 


DRAIN- 

AGE 

BASIN 


n 

■^OC'ilFIELD 
•L-2 HILL 
ST3 TCtf?j 
3A 53 RAW 
3-AIMABD 
3EDGEP0RT 
30A31ATBR 
SOXEH BOW 
TUNING 

;siell 

rSHMELL 
i/TTE 
AIRO 
ALLAWAY 
AH BRIDGE 
AMPS ELL 
EDAR BLUFFS 
EDAR RAPIDS 
ENTER 

EtfTRAL CITY 

ERGS CO 

BADRCN 

BftpPELL 

HESTER 

LARKS 

larksow 

!LATOMIA 

lay center 


10 10a 


m 
u 

MR.I 

lfc| 

HR 
12 
MR 

11 

Hft| 

12 
Wit 

n 

UR 

lL 

UR 

9 
UR 

9 

WR' 

8 
UR 
U 

UR 

Q 

UR 

10 

UR 1 

UR 

8 

HR 

0 

HR 

11 

HR 

n 

MR 

8 

WR] 

8 

UR 

12 

UR 

8 

UR 

8 

UR 

4 

UR 

10 


WATER- 

COURSE 

MILEAGE 


11 


M670-0. 5-2 

WS30-22-20 

KM2.5 

61.0-169 

11613 * 5 - 10 - 

9-9 


K142. 5-225 
■25 


NP142 
| HP 127 


|plG3-67.5- 

64.2 


U 891 . 6-45 

PI 19*0-74 . 

P103-67 • 5- 
35*2-100.6 
K 169.2- 
309*6-0.8 

KL42.5- 

61.8-181 

P26.4-2.8 

7-25 

P 103 -40- 

30.9 

U0QO-1S 

P148.4 

WR611.6- 

26,4-x-x 

U999.9- 

440-5 

SP90.2-2 


K142.5- 

61.8-50-32 


P33, 4-34*8 
-55*2 


STATE 

YEAR 


NEBRASKA 

1962 

f *^’ r 2 of 11 


P.F.. (BOD) 


DISCHARGE 

TO 


DIS- 
CHARGED 
WASTE 


12 


WR- 
11 - 
UR - 
11 - 


Flat Creek 
Blair Creak 
Little Bazile Creek 
Creek 

Doll Creek to 
West Papililon Creek 

Land 

Plum Creek 

North Platte River 

Sump to North 
Platte River 

Hud Creek 

Dry Sandy Creek 

North Loup River 

Lagoon 

Ponoa Creek 

ICreek to 
Prairie Creek 

South Loup River 
Medioine Creek 
Little Blue River 
Silver Creek 
Cedar River 
Basils Creek 
Platte River 
Lagoon 

Chardron Creek to 

White River 
Crow Creek 

Rose Creek 

Land 

Middle Fork of 
Mnnle Creek 
Clatonia creek 


K142. 5-61*8 
69.1-39-30 





un- 

treated 

WASTE 




320 7 
0 - 
4,500 7 

' 2 


1,200 

qooe 

600 

150 


300 

0 

300 

3002 


160 

160 


150 

252 


250 

0 


490 

125S 

600 

450E 

850 

2602 

410 

2802 

490 

250 

500 

500 

100 

302 


350 

0 

4,900 

12,00 |7 
5002 
3 00 7 
752 - 

430 7 
0 - 
780 2 
4502 
1502 7 
0 - 
780 7 
0 


REMARK* 


«HR373. 9-142. 5-6LS-200E 


*Pl03-67. 5-25. 2*13*69. 6 

*K 142. 5-61. B- 69 .1-1 1*14 
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STATE 

1 VEAR 1 

NEBRASKA 

'l — _ . . i ■ ■ ■' 

HH9I 


[ PAC 1 E 1 of )i 


COM\f|.TNmj SEWER 
OR 

SANITARY DISTRICT 
INSTITUTION 


COUNTY 


1960 

Popular! on 


Estimated 


a * 

w 2 


For 


„ _i Average 
Population & O DailvFlowl 

S«v„) u 8 xZ 0 

t* > < O P.E. 

< 0 5 ( 1000's} 
T] 6 7 


treatment paciliti es 


TREATMENT 


UNfi 

MO. 


CLEARIATER 

COLERIDGE 

COLUMBUS 

COOS 

CORTLAND 

COZAD 

CRAY FORD 

CREI0HTCN 

CRETE 

CR0FT0N 

CULBERTSON 

CURTIS 

DAKOTA CITY 

0 ALTON 

dayenport 

DAVID CITY 

DECATUR 

DESHLER 

0 E IITT 

DIX 

DOOOfi 

DONIPHAN 

DORCHESTER 

DUNCAN 

EAGLE 

EDGAR 

ELGIN 

elkhorn 
elk CREEK 
EUfOOD 


Antelope 
Cedar 
Platte 
Johnson 
Gage 

Davson 
Dates 
Knox 
Saline 
Knox 

Hitchcock 
Frontier 
Dakota 
Cheyenne 
Thayer 
Butler 
Burt 
Thayer 
Saline 
Kimball 
Dodge 
Hall 
Saline 
Platte 
Cass 
Clay 

Antelope 

Douglas 

Buffalo 

Case 


418 

604 

12,476 

313 

285 

3,184 

1,588 

1,388 

3,546 

604 

803 

863 

928 

503 

416 

2,304 

786 

956 

504 

420 

649 

390 

460 

294 

302 

730 

881 

749 

778 

481 


400 S 
600 S 
12,300 S 


x 

0.550 
x 
x 


300 S 

X 

0.210 

- 

- 

0,325 

285 S 

X 

X 

- 

- 

0.400 

3,100 3 

X 

X 

- 

- 

4,000 

1,570 S 

X 

X 

" 

- 

X 

1,200 3 

X 

0,050 

" 


1.500 

3,500 S 

X 

X 

- 

« 

6.600 

500 S 

X 

X 

- 

- 

X 

700 S 

X 

_ 

- 

x 1 

- 

860 S 


* 1 


uooo 


800 
550 S 
250 S 
2,300 S 
680 S 
950 S 
400 S 
400 S 
640 8 


x 

x 

X 

X 

X 

X 

X 

X 

X 


380 S [ 0,030| 
450 8 | x 
120 S | 0,010 
300 3 | x 
720 S 
850 S 
730 8 
400 3 
475 3 


x 

X 

0,038 

0,750 

x 

3,000 
x 
x 
. X 
X 

X 
X 
X 
X 

X 
X 

X 

0,450 

X 

X 

X 

0.100 

x 

X 

0.100 

1.000 

0.065 

1.000 

X 

1.250] 

X 
X 
X 

0.500 


Lo 

ClFtnBo 
Ca* 

ShCiFtrCpI Bo 
Lo 

ShScCmFthCcnVvXp 
CiFtnBo 

ShCpFtrCpDopBo 
SoCmFtrCmDfrBo 
CsFtnBo 
None 
CiFtnGo 
None 
CiLo 

So(AmCp) OopBo 
Lo 

SoCIFtrBo 

CiFtnBO 

SoCp(AmCp) DopBo : 

Lo 

CaBo 

SoAoCpLo 

ClFtnBo 

Lo 

AmCpDopXd 
ShCm(AmCp) DopBo 
So(AoiCp) DopBo 
ShSoCm(AmCp)DrBoXdp 

C16o 

CltnXplo 


3 

4 
i 
6 
7 

a 
9 
10 
II 

1} 

H 

14 

11 

16 

17 

lift 

19 

TO 

21 


150 


22 

lb 

M 

25 

26 
27 

n 

29 

JO 
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! 1 CLEARIATBR 

f , 

2 COLERIDGE 
1 C0LUUGU3 
1 COOK 
1 CORTLAND 

* CO HAD 

7 CRAXFORD 

* 1 CREIGHTON 

* ■ CRETE 

13 CROFTON 
11 CULBERTSON 

11 cuaria 

DAKOTA CITY 
< DALTON 

* DAVENPORT 

* : DAVID CITY 
p DECATUR 

I- DESHLER 
> DE WITT 
1 | DJX 
POME 
PON I PH AN 
DORCHESTER 
DUNCAN 

. eagle 
cdoar 
ELCUN 

elkhorn 

Et* CREEK 

gLUVOOD 


DR 

A 

DA 

AIN- 

GE 

SIN 

Mij 

Min 

Sub. 

IIEIEEJI 

un 

8 

UR 

12 

- 

MR 

8 


MR 

_ 

12 

- 

UR 


11 

- 

UR 


8 

- 

UR 


4 

- 

MR 

- 

12 

- 

UR 

_ 

a 

- 

UR 

_ 

12 

- 

UR 


a 

- 

UR 


a 

- 

UR 

• 

12 

- 

UR 

- 

9 

- 

UR 


a 

- 

UR 


a 

- 

UR 

- 

12 

- 

UR 

- 1 

a 

- 

UR 

- 

a 

- 

UR 

- | 

10 

- ; 

UR 

- 

8 

- 

u 

6 

* 

# 

UR 

_ i 

a 

- 

MR 


8 

- 

MR 


e 

- 

UR 

- i 

a 

- - 

MR 

- 

8 

- 

UR 

- i 

12 

- i 

UR 

- ! 

a 

- < 

UR 

- 

12 

- 


- M825-28.5-6 Creek to Pearl Creek 

- P103-0*2 Loup River to 

" - Platte River 

- * Ground 

- * Indian Creek 

- P265.L Platte River 

■* U999-9-482 White River 

- U880-36 Bazile Creek 

- K142.5- Big Blue River 

- 180.8 

H 825-4. 26 WeBt Bow Creek 

K169.2- Frenchman River 

351.6- 1.2 

K169.2- Medicine Creek 

309.6- 35 

11753*6 Missouri River 

MR611.6- Lagoon 

309.0-135E 

K, 142. 5-61, 8 Draw to Sandy Creek 
68.1-40 

* Keysor Creek 

U 716.9 Missouri River 

K142.5-61.8 Spring Creek 
- 88 . 8 - 9*6 

K142.5- Turkey Creek to 

150*8-4*2 Riff Rhie River 

MR6U.6- LodgepoU Creek 

308.9-95E 

P33.4-53.1 Willow Creek 

-19. 0 


K142.5- Squaw Creek 
176.8-11*6 


u "Present plant abandoned 


P33. 4-181*9 Blaoksnake Creek 
-20.7 

M613.5-10- West Branch of West 
21-5 Pa nil lion Creek 

P231.4-2.2 Bio Creek 

MR586-40K North Branch of 

Weenlnw Water Creek 


7 "K142* 3-247. 3-166. 6-6. 8 
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INVENTORY OF MUNICIPAL WASTE FACILITIES 


STATE 

YEAR 


NEBRASKA 

1962 

PAGE 4 of 11 


IIN"£ 

SO. 

i COMMUNITY, SEWER 
! OR 

SANITARY DISTRICT 
INSTITUTION 

DRAIN- 

AGE- 

BASIN 

WATER- 

COURSE 

MILEAGE 

DISCHARGE 

TO 

P.E (BOD 

r 

i 

z 

g REMARKS 

5 

5 

a 

<i 

wrnmm 

■MB 

I 

Maj 

Min 

Sub 

HESJEHI 

H 

| 


9 

m 

DE3 

■OH 

12 

15 

in 

lwmmmmmmtmmmmmmmmm 

1 

ELflOOD 

MR 

- 

K169.2- 

Dry Creek to 

575 

7 




U 

“ 

290.1-22 

Elk Creek 

150E 

- 


2 

! E UERSON 

MR 

- 

M746-4.5- 

North Omaha Creek 

COO 

7 




12 

- 

15-16 


28GE 

- 


5 

EUSTIS 

MR 

- 

P245-25 

Plum Creek 

350 

7 




8 


- 


X 



4 

Esma 

UR 

- 

P33.4-210 

Elkhorn River 

580 

7 




8 

“ 

- 


360E 

- 


3 

EXETER 

UR 

- 


Johnson Creek 

600 

5 

#K 14 2. *>- 192 . i -I 1 . 7-25 



11 

~ 

- 


150B 

- 


6 

FA IF BURT 

UR 

- 

K142.5- 

Little Blue River 

X 

7 




11 

- 

61.8-55.4 


X 



7 

FAIRFIELD 

UR 

- 

K142. 5-61.8 

Roadside ditch to 

490 

7 




11 

- 

*68. 1-57 

Rle? Sandy Creek 

UOE 

- 


8 

FAIRMONT 

UR 

- 

« 

Ditoh to Indian Creek 

800 

1 

*042.5-192-1-29.6-20 



a 

- 

- 


120 

- 


9 

FALLS CITY 

UR 

- 

M5U. 2-26.2 

Big Nemaha River 

X 

0 




12 

- 

- 


X 

- 


IO 

FILLET 

UR 

- 

MR5LL.2- 

Mud Creek 

140 

7 




12 

- 

26E-80E 


0 



II 

FIRTH 

UR 

- 

MR 6U.6- 

Middle Branch of 

270 

7 




8 


26.4-85E 

R!*r Nemaha River 

0 

- 


12 

FORT CALHOUN 

UR 

- 

UR655E-X-X 

X 

450 

7 




12 

- 

- 


0 

- 


13 

FORT CROOK 

UR 

- 

U613. 5-7.5 

Big PaplLLion Creek 

6,000 

7 




12 

~ 

- 


900 

- 


14 

FRANKLIN 

HR 

- 

Kl69«2- 

Republican River 

Li 100 

7 




U 

- 

218,4 


0 

- 


13 

FJIEUCMT 

UR 

- 

P33.4-22.4 

Creek to JSlkhorn River 

X 





Lfl 

- 

- 


t 

- 


16 

FRIEND 

MR 

- 

K142.5- 

Sucker Creek 

aooo 

(5 




11 

“ 

150.8-45 


200 G 

- 


17 

FULLERTON 

HR 

- 

P103-40-2 

Cedar River 

X 

3 




8 

- 

- 


X 

- 


IS 

FUNK 

MR 

- 

•* 

Land 

135 

7 




o 

- 

- 


0 

- 


19 

GENEVA 

UR 

- 

iU42,5- 

North- Branch of 

1,500 

7 




11 

- 

150.8-53 

Turkey Creek 

500 

- 


20 

GENOA 

UR 

- 

P103-25.1 

Beaver Creek 

1,000 

3 




8 

“ 

2.6 


1,000 

- 


21 

OEftlHO 

UR 

- 

MP173 

North Platte River 

4,300 

1 




9 


1- 


4,300 

- 


?2 

GIBBCN 

UR 

- 


Lagoon 

c 

r 




8 

r 

- 


I 



23 

a iltiore 

UR 

- 

X 

Papiilion Creek 

2,500 

c 



E , Sarpy Co, SAID 

12 

- 

- 


375 



24 

UILTNER 

MR 

- 

- 

Land 

290 ? 

t 




a 

- 

- 


0 - 



25 i 

G LEM V ILLS 

MR 

r 

- 

Lagoon 

300 1 

f 




a 

- 

- 


0 - 



26 l 

GORDON 

UR 

- 

N241.12 

Antelope Creek 

2,000 1 





5 

- 

- 


650B - 



27 l 

GOTHENBURG 

UR 

_ 

P272 

Rlatte River 

3,000 ] 

1 




8 

- 

- 


3*000 - 



28 i 

GRAND ISLAND 

UR 

_ 

P16I.4-13 

Hoed River 

40,0008 7 





8 

- 

- 


18,OGOE - 

i 


29 1 

anANT 

UR 

- 

- 

3round 

700 1 





11 

- 

- 



■ 


50 ( 

3REELEY 

UR 

- 

P103.0- 



■ 




8 

- 

66.5-25 


Hi 

ii 
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COMMUNITY SEWER 
OR 

SANITARY DISTRICT 
INSTITUTION 


HENDER5CN 

HENRY 

HICKMAN 

HILDRETH 

HOLBROOK 

HOLDREGE 


JACKSON 

JANSEN 

JOHNSON 

JUANITA 



York 

Sootta Bluff 

Lancaster 

franklin 

furnas 

Phelp 3 


NEBRASKA 


Des'cf 

Par 


Average 
DailpFJow 
n MGP 
O P.E. 

2 (1000’s) 





TREATMENT 


GRLmOOD 

Cass 

403 

380 S 

X 

X 

ShLo 

ORES HAM 

York 

W 

022 3 

X 

X 

X 

Lo 

CRETNA 

Sarpy 

745 

740 S 

X 

X 

X 

ShCiFtrCaBoXd 

GUIDE ROCK 

febster 

441 

430 3 

X 

X 

X 

CimBoXp 

HALLAM 

Lancaster 

264 

250 S 

X 

0,700 

X 

Lo 

HAMPTON 

Hamilton 

331 

320 S 

X 

0,300 

X 

Lo 

HARTINOTON 

Cedar 

l t 648 

1,600 S 

X 

0.425 

X 

ShCiFtrBo 

HARVARD 

Clay 

1,261 

900 C 

X 

X 

X 

CiFtrBo 

HASTINGS 

Adans 


" 

- 

X 

- 



21,4 12 

21,000 S 

X 

X 

ShSoOrnCmFthCmV’ 

HAY SPRINGS 

Sheridan 

823 

600 S 

X 

28,000 

X 

CiBo 

HEBRCN 

Thayer 

1,920 

1,900 S 

X 

X 

X 

SoShCimBoXdp 

HEMINCfORD 

Box Butta 

OfU 


m 

3.000 

- 


600 S x * CiFtnE Bo 

“ x 

7208 0.053 x SoCnAoOap 

80 ? * ^ Privately ovnod aoptlo tank 1 * 


hooper 

Dodge 

832 

HOSKINS 

Wayne 

179 

hoiells 

Colfax 

694 

HUMBOLDT 

Richardson 

1,322 

HUMPHREY 

Platts 

801 

hyannis 

Grant 

373 

imperial 

Chase 

1,423 

INDrANOU 

R«d Hilo* 

754 


80 3 x 

275 S x 

300 3 x 

350 3 x 

5,100 3 x 

700 S x 


X Lo 

1 0,300 - 

X Lo 

0,-100 , 


x CiftnBo 
x 

7^500 s ^3o Q i7)CmFthCmF ttCmVvXp 


80 8 x 0,025 CiPtnBo 
0,250 - 


600 S x 


CsDopBo 


Dakota 

Jaffarson 

Nenaha 

Adttaa 


1,300 $ 

X 

* 

None 

7Q0 S 

X 

X 

Ca 


- 

X 

- 

360 S 

X 

X 

Lo 


- 

X 


1,300 S 

X 

X . 

Lo 


- 

1.000 

- 

720 8 

X 

X 

ShSoCmDrtXp 


■ *“ 

1 *000 

- 

210 S 

X 

X 

Lo 

** 

** 

0,275 

- 

160 s 

X 

0,030 

SoCA«nCp)DppBo 


“ . 

0.700 


300 s 

0,021 

X 

Lo 


** 

0,420 

«. 

400 S 

X 

X 

Lo 


“ 

0.455 

- i;/:- .= 


a 

9 

to 

IL 

II 

13 

M 

IS 

15 

P 

IS 

19 

20 

*1 

n 

23 

24 

25 

« 

27 

28 
W 
3A 




INVENTORY OF MUNICIPA L WASTE FACILITIES 

STATE 

NEBRASKA 


P.E. 


community, sewer 

OR 

sanitary district 

INSTITUTION 1 


CiiEJifOOD 
C 2 S 3 HAS 
I CSStNA 
jffill&B ROCK 
ULUV 
HUPTOi 

HASTluaiOS 
harvard 
was rt NOS 

hat SPRIMGtS 

EEBRCN 

BtlUNGFORD 

HENDER3CH 

rtENRf 

NCKWAtf 

JJLDftETH 

I0L0ROOK 

lOLDREOS 

OQPER 

QSKIfiS 

01 ELLS 

ukboldt 

umphrst 

TAN/fTS 

KPERIAL 

WDXANOLA 

\CK®OX 

INSEN 

>HNSOtt 


1962 1 

REMARKS 


PAfir 5 of U 



■iramm 


MR6ii.6-26. Lagoon 
-25 


HR378.9- Republican River 
169*2-174,3 


Land 

Land 

Bo xr Creek 


U825-2; 


N264-17 


Branch to West Fork of 
Blue River 

ft es t Fork of 
Blue River 

Rush Creek 


Kl42.5-6l,8 Little 81us River 
-89.6 


Creek to West Fork of 
R1 c Rlue River 

Ground 


MR611.6- salt Creek 
26.4-25E 


Land 

Republican River 
Turkey Creek 


K169.2- Republican Ri 

300*5 

K169.2- Turkey Creek 

232.3-40 

P33. 4-46.2 Elkhorn River 


P33.4- Creek to North Fork of 

141.8-5-8 Elkhorn River 
P33.4-34.8 East Fork of Kaple Creek 


H5U.2- 

North Fork of 

* | /w 

1,3008 

40.5-26.4 

R1<r Nemaha River 

« 

Tracy Valley Creek 

800 

800 

“ 

Land 

360 

■ 

0 

- 

Land 

1,300 

X 

- 

K169.2- 

325.8 

Republican RiYer 

720 

X 

410 

MR785E-X-X 

x 

0 

K 142.3- 

Big Indian Creek 

160 

30E 

110. 4-35 


300 

UR54416-X 

Lagoon 

0 

-x-x 


' 400 


Land 

0 


*K142.5-L92. 1-34.1-33.26 

*KU2.5-192. 1-34.1-76,7 


*K142. 5-192* 1-34. I -20-13 

#Ef f luenta discharge to nunicipal 
severs. 


*P33. 4-128, 7-15. 8-4. 5-13. 8 



jamita 
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INVENTORY OF MUNICIPAL WASTE FACILITIES 








Des’d 

For 

1 TREATMENT FACILITIES 


COMMUNITY, SEWER 
OR 

SANITARY DISTRICT 
INSTITUTION 




* 

J ^ 



COUNTY 


Estimated 

Population 

Served 

V 

p 

2 0 
» w p 

Sic 

Average 

DailyFloi 

MOD 

TREATMENT 

UNI 

NO 






P.B. 







< 0 s 

(1000's) 




!■■■■ 

3 

4 

IB 

IflEK 

7 

a 


WIN DEM 

Kearney 

2,383 

2,000 

8 

X 

0,200 

SoCroFtnDorBo 

1 



- 

- 

- 

- 

1.800 

- 


MITCHELL 

Scotts Bluff 

1,920 

1,800 

3 

X 

- 

None 

1 

MONROE 

Platte 

261 

250 

S 

X 

X 

SoACnXd 

J 




- 

- 

- 

0.300 

- 


WORRHL 

Scotte Bluff 

684 

650 

s 

X 

- 

None 

4 

MULLEN 

Hooker 

811 

750 

s 

X 

0,030 

GhClFsIpQo 

* 



- 

- 

- 

“ 

0.600 

- 


MURDOCK 

Cass 

247 

240 

s 

X 

X 

Lo 

6 

MURRAY 

Cass 

279 

260 

s 

0,040 

X 

0.090 

ShCiFtrCpBo 

7 



- 

- 

* 

- 

0.400 



NEBRASKA CITY 

Otoe 

7,252 

6,000 

s 

X 

• • 

None 

■ 

NELtOH 

Antelope 

1,776 

1,750 

s 

X 

- 

None 

9 

NELSON 

Nuckolls 

695 

670 

c 

X 

- 

None 

ID 

NEWCASTLE 

Dixon 

357 

340 

s 

X 

0.050 

ShCmFtrCpDtnBo 

II 



- 

- 

- 

** 

0.500 

- 


NEWMAN GROVE 

Madison 

880 

850 

s 

X 

X 

Co 

11 



r 

- 

- 

- 

X 

- 


NIOBRARA 

Knox 

736 

700 

5 

X 

- 

None 

U 

NORFOLK 

Uadiaon 

13,640 

13,500 

S 

X 

X 

ShSeCmVvXp 

U 



- 

- 

- 

« 

14.800 

«* 


NORTH BEND 

Dodge 

1,174 


s 

X 

0,120 

ShCmFtrCpDopBo 

H 





- 

- 

1.200 

_ 


NORTH LOUP 

Vailey 

453 

440 

s 

X 

X 

Lo 

16 




- 

- 

- 

X 



NORTH PLATTE 

Lincoln 

17,184 

10,100 

s 

X 


None 

» 

NORTH PLATTE 

Lincoln 


6,900 

8 

X 

- 

None 

18 

OAKLAND 

Burt 

1,429 

1,330 

3 

X 

- 

None 

19 

OCALLALA 

Keith 

4,250 

4,000 

S 

X 

X 

SoCmFthCoVvXp 

10 



- 

- 

- 

- 

6.000 

- 


* OMAHA 

Douglas 

301,593 

180,000 

cs 

X 

- 

None 

21 

OMAHA 

Distrlot # 20 

Douglas 

- 

600 

s 

0.075 

X 

AoAmEgDopXd 

22 


“ 


-* 


1.050 



OMAHA* 

Douglas 

* 

1,655 

X 

X 

0.165 

C Ft 

23 

OMAHA 

S< D, #6 

Douglas 

* 

800 

s 

0,250 

1.653 

2.500 

ShCwDa 

24 

OMAHA 

Western Part 

Douglas 

• • 

60,000 

cs 

X 

0.37? 

X 

GmS SoCnAaCaiDfrVvXa 

2S 

O'NEILL 

Holt 

3,181 

3,500 

c 

X 

« 

None 

26 

ORCHARD 

Antelope 

421 

410 

s 

X 

X 

Lo 

27 

ORD 

Valley 

2,413 

2,200 

cs 

X 

0.550 

None 

28 

ORLEANS 

Harlan 

608 

600 ( 

:s 

X 


None 

W 

OSCEOLA 

Polk 




" 

- 

- 

30 


1,013 

- . 

950 

3 

X 

X 

l.JOO 

Lo 


STATE 

YEAR 

~ - - 

NEBRASKA 
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5 

TATE 

NEBRASKA 

YEAR 

1962 


COM MU N ITY, S! : WF R 




S 

IWd 

trratn 

1CNT FACrLITIE 

5 

OR 

COI r\’TY 

]%0 

Rsrinmcd 

al £ 

h C 

Avcrifl 

e 

SANITARY DISTRICT 



Popular ion 


Daily Flu 

1W 

INSTITUTION 



Served 


~ MOD 

TREATMENT 





a > < <. 

i p.b. 


l 

2 


4 

< q : 

£ (iooo’s: 

i 

OSHKOSH 

Carden 

1,02; 

» 700 < 

2 x 

7 

None 

8 

OSMOND 

Pierce 

719 

700 3 

) X 

0.050 

ClFaBo 

OVERTON 

Dawson 



- 

0.750 

- 



522 

» 470 i 

5 0.50C 

) i.OOC 

i ScCpFtrDp 

OXFORD 

Furnas 

1,090 

1,000 3 

X 

0.700 

X 

I - 

ShCp( AmCpJ DcpBo 

PALtSADE 

Hayea 

544 

500 3 

X 

X 

X 

CsFsBo 

PALMVRA 




** 

X 

- 



377 

360 S 

i X 

X 

Lc 

PA PILL ION 

Sarpy 

2,235 

2,000 3 

X 

0.400 

None 

PAWNEE cm 

Pawnee 



" 

— 

- 



1 , 343 

1,300 3 

X 

X 

ScCmFtrCroDopBo 

PAXTCW 

Keith 

; 566 



X 

- 



450 3 

X 

X 

Sc(AmCp) DcpBo 

PENDER 

Thurston 

1.165 

1,350 IS 

i X 

X 

None 

PERU 

Nemaha 

1,151 

1,000 s 

X 

X 

ScCp{ AmCp) DopBo 

PIERCE 

Pierce 

1,216 

1,100 3 

X 

X 

None 

PILGER 

Stanton 

491 

470 1 

X 

„ 

None 

PLAINVlEff 

Pierce 

1,467 

1,440 S 

X 

X 

Lo 

PLATTE CENTER 

Platte 

402 

400 3 

0.030 

1.500 

X 

SoAa 

PLATTSMOUTH 

-as a 


“ 


0.450 

- 

PLYMOUTH 

Jefferson 

6,244 

372 

6,000 ; 

350 3 

X 

X 

X 

7.000 

X 

ShSoCtnDfhrBoXdp 

L 

POLK 

Polk 

433 

400 3 

X 

X 

X 

CiFtBo 

PONCA 

Dixon 


" 

- 

0.650 

- 



924 

900 5 

X 

~ 

None 

PoriEH 

Cheyenne 

554 

525 S 

X 

X 

Lo 

PRAGUE 

Saunders 

372 

360 x 

X 

X 

X 

Lo 

RALSTON ] 

Douglas 

2,977 

(2,500) 3 

X 

0.500 

None 

RANDOLPH ( 

?edar 


- 

- 

- 

(thru Omaha Sewers) 



1,063 

900 3 

X 

X 

ClFtnBo 

RAVENNA i 

Buffalo 

1,417 

1,400 3 

X 

X 

None 

RED CLOUD « 

Webster 


— -* 

“ 

“ 

- 



1 , 525 

1,500 3 

X 

X 

ShCioBoXdp 

REPUBLICAN CfTT I! 

arlan 

189 

iao i 

X 

X 

X 

CiFtBo 

RISING CITY B 

utler 

308 

310 3 

X 

X 

X 

Lo 

RU3HVILLE S j 

herldan 

1,228 

1,000 3 

i 

X 

0.300 

X 

ClFtnBo 

SAINT EDWARD Bi 

oone 


^ * 


X 

- 



777 

750 3 

X 

- 

None 

SAINT PAUL Hi 

award 


' ' • 

- 

- 

- 



1,7 14 

1,700 3 

X 

- 

None 




■* 

- 

- 

- 
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LINE 

NO 


I 

1 

3 

4 

5 

6 

7 

S 

9 

10 

11 

12 
1.1 


14 


16 

17 

18 


19 

20 

21 

22 

23 


2< 

21 

26 


27 

n 

V) 

30 
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STATE 

NRftRAfiYA 

YEAR 

1069 

I* AGE fl nf 11 

re 

0. 

COMMUNITY, SEWER 
OR 

SANITARY DISTRICT 
INSTITUTION 

drain. 

ACE 

basin 

WATER- 

COURSE 

MILEAGE 

DISCHARGE 

TO 

P.E. (BOD) 

j 



V,.S& l , l rirk 

| 

Sub 

UN* 

TREATED 

WASTE 

2 

.1! 

REMARKS 

m 

|| 

. - 

9 

m 


11 

12 

IHBH 

m 


L 

1 OSHKOSH 

NR 

- 

NP95.1 

Lost Creek to 

X 

0 




9 

~ 

“ 

North Platte Rlvor 

X 



r 

OSMOND 

UR 

- 

P33.4-141.8 

North Branch of 

700 

5 




8 

- 

-25 

Etkhorn River 

700 



' 

OVERTON 

UR 

- 

P231.4-I.-lO 

Buffalo Creek 

470 

7 




0 


- 


no 

- 



OXFORD 


- 

K169.2- 

Republican River 

X 

7 





- 

279*8 


X 




PALISADE 


- 

K169.2 

Frenchman Creek 

500 

l 





- 

-351*6-23.6 


160E 

_ 



PALMYRA 

HR 

- 

UR544.6-65E 

Little Nemaha River 

360 

7 




12 

- 

- 


0 




PAPILtitOM 

UR 

- 

11613*5-10-5 

West Paplllion Creek 

2*000 

0 




12 


~ 


2,000 

_ 



PA»tf£C CITY 

UR 

- 

1151 1.2-40.5 

Turkey Creak 

1,300 

5 




12 

- 

-46-19 


300 




PAXTCN 

UR 

- 

SP36 

South Platte River 

450 

7 




10 

- 

- 


100 

- 



PENDER 

UR 

- 

P33.4-43.8 

Drainage ditch 

3,030 

0 




8 

- 

-44.6 


3.030E 

- 



PERU 

UR 

- 

U56L.2 

Ditch to Missouri River 

1,000 

5 




12 

- 

- 


250 

- 



PIERCE 

UR 

- 

P33. 4-141*8 

North Fork of 

1,100 

0 




8 

- 

22*4 

Rlkhorn River 

1,100 

- 



PILOER 

UR 

- 

P33.4-110.5 

Elkhorn River 

470 

0 




0 

- 

- 


470 

- 



PLATTE CENTER 

UR 

- 

P83.5-40 

Shell Creek 

400 

7 




a 

- 

- 


100E 

- 



PLA TNVIEff 

UR 

- 

P33. 4-141*8 

Dry Creek 

1,440 

7 




8 


-40 


X 

9 



PLATTSMGUTH 

UR 

- 

U607.5 

Missouri River 

X 

7 




12 

- 

- 


X 

- 



PLYMOUTH 

UR 

- 


Lagoon 

350 

7 

*MR37B. 9-142* 5-61 ,B-60E 



11 

- 

- 


0 

- 



POLK 

UR 

- 

K142.5- 

Dry Creek 

400 





11 


247.3-40 


200S 

- 



PONCA 

UR 

- 

U774-B 

Aowa Creek 

900 

0 




12 


- 


900 

- 



POTTER 

UR 

- 

» 

Lagoon 

525 

7 

"UR6U. 6-309. 8-90-60E 



10 

- 

- 


0 

P 



PRAGUE 

EE 

- 

MR611 *6- 

Cottonwood Creek 

360 

7 




8 

- 

26*4-608 


0 

- 



RALSTON 

UP 

- 

- 

Missouri River 

- 

- 




12 

- 

- 


- 

- 



RANDOLPH 

UR 


P33-4-43.8 

Dog Creek 

900 

5 




8 

- 

-60-23 


750 e 

- 



RAVEN HA 

UF 

• 

Pl03-67*5r 

South Loup River 

2,170 

0 




8 


25-2-15,4 


2 , 1708 

- 



RED CLOUD 

UR 

- 

Ki69*2- 

Republican River 

X 

7 




11 

- 

186.7 


X 

- 



republican cm 

UR 

- 

KL62.9-240 

Republican River 

iso 

5 




11 

- 

- 


45E 

- ; 



RISING CITY 

UR 

_ 

# 

North Fork of 

300 

7 

*UR378. 

-142.5-275E 



n 

- 

- 

FH* Blue River 

0 

- 



rusnville 

UR 


N264-13 

Rush Creek 

1,000 

L 




5 

- 

- 


3002 

- 


1 

SAINT EDVARD 

UR 


P103-25-1- 

Beaver River 

750 ■ 

0 




8 

- 

22.6 


750E 

* 



SAINT PAUL 

UR 


P103-67.5 

Middle Loup River 

1,900 

0 


. 


8 

- 

-6*6 


1,900 

— 



161 
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STATE 



8HELBT 
SHELTON 
S HICK LEY 
SIDNEY 

SILVER CREEK 
SNIDER 

SOUTH SIOUX CITY 

SPALDING 

8PENCER 

SPRINGFIELD 

STANTON 

STAPLEHUR3T 

STAPLETON 

STERLING 

STRATTON 

STROHS&URO 

STUART 

SUPERIOR 

SUTHERLAND 

SUTTON 

SYRACUSE 

TAL1AGE 

TECtMSBH 

TEKARAH 


Cheyenne 

6,004 

8,000 

Herrick 

431 

s 

to, 

1 1 

Dodge 

325 

300 

Dakota 

7,200 

6,000 

Greeley 

683 

650 

Boyd 

671 

600 

Sarpy 

506 

500 

Stanton 

1,317 

900 

Seward 

240 

225 

Logan 

359 

350 

Johnaon 

471 

200 

Hitchcock 

492 

450 


Nuckolls 

Lincoln 

Clay 

Otoe 

Otoe 

Johnaon 

Burt 


£ iui 

W 2 Average 

C ^ DailvFlow 

j> < o p.n. 

<02 (lOOO's 1 ) 


x x Lo 
0.900 - 

x x Lo 
3.000 - 

0.025E 0.050 ClLo 
0.500 - 


x x ShSoG&CmFthCmDf hr tBoXdp 

4,750 - 

x x Lo 

0.700 - 

x x So{AmCp)DcpBo 

1,340 - 

0.040 O.OSO SoShAnCpDpBo 
0.400 - 

1.500 x ShSoCraFthCmDopr tZdp 
15.000 ~ 

x - Nona 
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TREATMENT FACILITIES 


TREATMENT 


1,250 S 
450 S 
2,900 S 
850 8 
1,200 S 
1,000 CS 
350 S 
1,550 S 
1,750 S 


01 

ShClFtnBo 
ShClFtrC Bo 
ClFtnBo 
SoCmFthCmVv 
Lo 


0.200 ScCpfAoCpJ DcpBo 

1.600 - 


0 , 020 CpFtrCpDo pBo 
0.600 - 


None 

BoCpfAmCpJDopBo 
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COMMUNITY SEWER 
OR 

SANITARY DISTRICT 
INSTITUTION 


INVENTORY 


I960 

Population 


OF MUNICIPAL WASTE FACILITIES 

(state 


VALENTINE 

VALLEY 

VERDIORE 

WACO 

fAHOO 

WAKEFIELD 

fAl/HULL 

WATERLOO 

WAUNETA 

WAUSA 

WAVERLY 

WAYNE 

WEEPING WATER 
WEST LINCOLN 
WESTERN (V) 
WESTON 
WEST POINT 
WILBER 
WILCOX 
WINNEBAGO 
WINS TDE 
WISNER 


Cherry 

Douglas 

Knox 

York 

Saunders 

Dixon 

Thurston 

Douglas 

Chase 

Knox 

Lnncaster 

Wayne 

Casa 

Lancaster 

Saline 

Saunders 

Cuaqing 

Saline 

Kearney 

Thurston 

Wayne 

Cuoaing 


NEBRASKA 


thedford 

Thomas 

303 

THURSTON 

Thurston 

140 

tilden 

Uadison 

917 

TRENTON 

Hitchcock 

914 

UEULING 

Dodge 

23 L 

ULYSSES 

Butler 

357 

UNADILLA 

Otoe 

254 

UTICA 

Sevard 

564 


2,875 

1,452. 

584 

166 

3,610 

1,068 

044 

516 

794 

724 

511 

4,217 

1,040 

507 

35L 

340 

2,921 

1,358 

260 

602 

416 

1,192 


m ^ For 
Esrimarcd ^ w 2 Average 
Population £ O ® Daily FJ owl 
Served M £gi 0 _i!£D_ 
£g > < O P.K. 

n" < Q £ { 1000‘s ) 

5 6 7 


I 19^2 PAGE 

treatment facilities 
treatment 


10 of & 


x - None 

1 * None 

* x CsBo 

x 

x x So( AmCp] DopBo 

- x 

x x ShCiXd 

x 

x X Lo 

0,500 . 

* * Lo 

x x Lo 

0.690 - 

x - None 

x x CiFtnBo 

- x 

0,037 X SoCmDopXdp 

x 

x X SoAeCoXd 

0.180 - 


0.023 x 

0.900 


None 

So(AmCp)DopBo 

Lo 

None 


0.065 ScCp(AmCp) DopBo 
1.400 - 


See Lincoln 


0.054 A 
0.543 - 


X Lo 
0.300 - 
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VE 

O 


COMMUNITY. SEWER. 
OR 

SANITARY DISTRICT 
INSTITUTION 


THEDPORD 

thuh3ton 
TILOEN 

[trentom 
UEHLTMO 
ULYSSES 
jUNADILLA 
UTfCA 
VALENTINS 
VALLEY 
VERDIGRS 

Vaco 

wahoo 

WAKEFIELD 

WALTITILL 

[watehlocf 
Va lin eta 


|D RAIN- 
AGE 
BASIN 


UR 

a 

MR 

8 

MR 

0 

JWR 

11 

MR 

0 

HR 

11 

MR 

12 

MR 

11 

m 

5 

MR 

0 

HR 

5 

HR 

U 

HR 

0 

MR 

8 

IlIR 

12 

UR 

6 

UR 

11 


Suh 


ina 


WATER- 

COURSE 

MILEAGE 


STATE 

YEAR 


NEBRASKA 

r — i — i 

1962 

K-UiK IQ of U 


DISCHARGE 

TO 


It 


[PI03-67.5- 

135 

|P33. 4-43.0 
-48 

P33.4-174.2 


K169.2- 

362,4 


K142. 5-246 


|*AUSA 

MR - 

P 33.4 

1 

8 - 

- 141 . 0-50 

VAVHRLY 

UR - 
8 - 

- 

VAYNE 

HR - 
8 - 

P 33 . 4 - 43.0 
- 60 - 9.6 

STEEP THO WATER 

UR - 
12 - 

M 585 .G -25 

VEST LINCOLN 

HR - 
Q - 

- 

VESTEHN <V) 

MR - 
11 - 

X 

IESTOW 

MR - 
8 - 

P 26 . 4 - 2 . 0 - 
33.2 

JEST POINT 

HR - 
a - 

P 33 . 4 - 75.5 

riLBER 

HR - 

n - 

K 142 . 5 - 

167.1 

FILCOX 

MR - 
11 - 

- 

riNNEBAOO 

MR - 
12 - 

M 746 - 4 . 5-8 

WS IDS 

MR - 
8 - 

P 33 . 4 - 43 .fl 

- 60 - 19.4 

IStfEfl 

UR - 
8 - 

P 33 . 4 - 90.3 


N146.4 
P33. 4-15.1 
N5-9 


|P26, 4-2.8- 
25 

P33.4-43.8 

“60 

11746-4,5-17 

P 33 . 4-13 

K169.2- 

351 . 6 - 42.3 


HlddLe Loup River 
Creek to Logan Crook 
Elkhorn River 
Republican River 
Land 
Big Blue River 
Land 
Land 

Minnechaduza Creek 
Elkhorn fUvor 
Verdtgre Creek 
Land 

Wahoo Creek 
Logan Creek 

! 

Omaha Creek 

Elkhorn River 

Frenchman Creek 

Creek to North Branch of 
Elkhorn River 

Lagoon 

South Pork of 
I'OGrnn Creek 

Weeping Voter Creak 

Salt Creek 

Drainage ditch to 
intermittent creek 
Wahoo Creek 

Elkhorn River 

Big Blue River 

Land 

[Omaha Creek 


|South Pork of 
■o«ran Creek 
Elkhorn River 


PE. (HOD) 


UN- 

TREATED 

WASTE 


DIS- 

CHARGED 

WASTE 


13 


250 

250 

HO 

140 

050 

050 

850 

5Q0E 

220 

O 

300 

0 

230 

0 

540 

25S 

2, 500 
2,500 

1,400 

600E 

570 

3805 

130 

0 

5,460 
5 , 460 
1,150 
1,150 

840 

840 

500 

350E 

900 

900 

750 

250 

500 

6,14* w 

6, ■- 


435 

65 

150 

150 


1,300 

500 E 

240 

0 

400 fc> 
400 


400 

400E 

i , ieo 

i t iaoE 


REMARKS 


165 
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INVENTORY OF MUNICIPAL WASTE FACILITIES 


STATE 

rr'AK 

1 

NEBRASKA J 

! 1962 1 

1 'mxi lia 


NEBRASKA 


Ccc-*jrjntty or facility 
:?rovldlr.g egwgr service 

LINCOLN 

CMAHA 


Communities and/or 
facilities served 

Western (V) 

Ralston 



iNwrun utttxui / 


The data for this State have been collected 
with the helpful cooperation of the: 


North Dakota State Department of Health 
Environmental Health and Engineering Services 
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INVENTORY OF MUNICIPAL WASTE FACILITIES 


STATE 

YEAR 

I 

NORTH PAKDTA 

1962 

[ PAGE 


a of i 


OR 

SANITARY DISTRICT 
INSTITUTION 


I 


DICKINSON 

dodge 

DOUGLAS 
DRAKE 
DRAYTON 
DUNN CENTER 
DUNSEITH 
EAST FAIRVIEf 
EDGELEY 
EDINBURG 

bdhore 

ELGIN 

ELLENDALE 

ENDERLIN 

ESMOND 

fairdale 

FA IRUQUNT 

FARGO 

FESSENDEN 

FINLEY 

FLASHER 

FLAXTON 

FORBES (V) 

FORDVILLE 

forman 

FORT LINCOLN 
FORTUNA 
FORT YATES 
GACKLE 
GARRISON 


COUNTY 


Stark 
Dunn 
Ward 
McHenry 
Pembina 
Dunn 
Rolette 
McKenzie 
lLa Uoure 
Walah 
Ramsey 
jGrant 
Dickey 
jRansom 
Benaon 
Walsh 
Riohland 
|Casa 
Wells 
(Steele 
Norton 
Jsurko 
Dickey 
Walsh 
Sargent 
Burleigh 
Divide 
Sioux 
Logan 
McLean 


I960 

Population 


Estimated 

Population 

Served 


9,371 

2Zi 

210 

75J 

940 

250 

1,017 

200 

992 

330 

405 

944 

Mod 

1,596 
420 
126 
503 
46, 662 
920 
808 
515 
375| 
138 
367 
530 
150 
105 
900 
523 
1,794 


8,970 
200 
200 
1,050 
910 
200 
870 
( 35 )| 


£ 

P o 

VI ill Zj 

fel Q 

lias 


Dcs'd 

For 


S | 0.45C| 
S 

s 

Cl 

s 


x 

x 


850! 

310 

380 

600 


1,530 

1,480 

380 

110 

620 

47,000 

720 

770 

390 

350| 

140 

310 

460 

200 

160! 

550 

500 

l.»400| 


S | 0.012] 
S 

x 

C 

s 

s 


Average 

|DailyF!ftw| 

MGD 


TREATMENT FACILITIES 


TREATMENT 


P.E, 

(lOOO's) 


0* 

10 

X 
0. 
x 

0.300 

0.300 

3.530 


a I 0.350] 

c 
c 

s j X 

X 

X 

3.500| 
x 

x 

8 | 0.015 

X 

s 


X 

X 

X 

X 


0.0401 

0.400 

0.05(J 

l.ood 


0.122 

1.430] 

x 

0.500] 
x 

0.500| 
0.500 
1*0 00 

x 
x 

0.130 

1.530 

x 

0.900| 

X 

0.150] 


3,450 

35.000 

0.120 

1.410 

0.036 

0.600 

0.050 

0.500 

0.0601 

0.710[ 

0,010 

0.13B 

0,040 

0.470 

0,050 

0.400 

0.010 

0,150 

X 

0.200 

0.056 

0.500| 

0*035 

0.600 

0,U0| 

1.250, 


8 


ho 
ho 
ho 
ho 
None 
Lo 
Lo 

Soe Falrview , Montana 

l.o 

Lo 

Lo 

Lo 

Cs 

Lo 

Lo 

Lo 

Mono 

ShgCoFtnDhBo 

La 

Oi 

Lo 

Lo 

Lo 

Lo 

Cs 

Lo 

Lo 

ShCiBo 

CiBo 

Lo 


172 


1 

2 

4 

5 

6 

7 

8 
9 
IQ 
U 

12 

D 

14 

13 

16 

17 

1 * 

19 

20 

21 

22 

25 
24 
23 

26 . 
27 
20 

29 

50 
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GLEN DU RM 
3 GLEN ULLIN 

3 GOLDEN VALLEY 

4 OOLVA 

5 GOODRICH 

6 OR AFT ON 

7 GRAND FORKS 

8 GRANVILLE 

9 GRENORA 

10 3 WINNER 

11 ItALLIDAV 

12 HANKINSON 
*J hannaford 

*< HARVEY 
H HATTON 
US II AZ ELION 
■7 IIAZEH 
IS HEBRON 
19 HETTINGER 
50 HILLSBORO 
21 ROOPLE 


INVENTORY OF MUNICIPAL WASTE FACILITIES 

STATE 

NORTH DAKOTA 


P.K. (ROD) 

r : 

1 TREATED _ £ 
WASTE 

DIS- 1~ 
CHARGED o-2 
WASTE *< 


MR - x Seven Mile Creek 

3 - ~ 

HR - H1373.3-63 Muddy Creek 

3 - 46 



MR - x Spring Creek 

3 ~ - 

MR - - Lagoon 

3 - - 

UM - R273-557 Sheyenne River 

i - - 

UM - R67-30 Park River 

1 - - 

UN - |RUO Red River 

1 - 


« 

HOPE 1 

DU 

L 

« 

HUNTER 1 

JM 

L 

a 

JAMESTOWN 

MR 

& 

it 

KEENE 

MR 

3 

2$ 

KEN MARE 

MR 

3 

27 

KILLDEER 

MR 

3 

28 

KINDRED 

UU 

1 

29 

KLUU 

UR 

6 

W 

LAKOTA 

UR 
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INVENTORY OF MUNICIPAL WASTE FACILITIES 


NORTH DAKOTA 


COMMUNITY, SEWER 
OR 

SANITARY DISTRICT 
INSTITUTION 


LA MOURE 


LANGUOR 

LANSFORD 


larimore 


S LEEDS 
45 LTMERirOOD 
7 LIGNITE 
9 LINTON 

9 LISROR 

10 LITCK7ILLE 
U MC CLUSKY 
12 MC VTLLE 

HADDOCK 
W MAKOTI 

15 UARDAR 

16 UARHARTH 



IS UAYVILLE 

19 MEDINA 

20 MICHIGAN CITY 


21 MIL NOR 
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■PH 

l 

K 

PAGE 5 of 7 

slR 

COMMUNITY, SEWER 
OR 

SANITARY DISTRICT 
INSTITUTION 

DRAIN 

AGE 

BASIN 

WATER* 

COURSE 

MILEAGE 



P.E (BOD) 

|| 

i 

7 

: 



DISCHARGE 

TO 

Kl 

■M 

1 

REMARKS 

1 


■Ht3£9P 

E5EBB35 
MU kll 

|| 


9 

m 

ran 

n 

12 

hkm 

im 



NEW ENGLAND 

UR 

_ 


Lagoon 

1,74 

m 




3 

- 

- 



_ 



NEW LEIPZIG 

UR 

- 

M1333.4- 

Dry creek to 

40( 

4 




3 

- 

- 

Cannonball River 

30C 




NEW ROCKPORD 

UR 

~ 

J665 

James River 

2, 30C 

4 




6 

- 

- 


2, 30C 

- 



NEW SALEM 

MR 

- 


Lagoon 

89C 

7 




3 

- 

- 


C 

_ 



NEW TOWN 

UR 

- 

- 

Lagoon 

l,OOC 

7 




3 

- 

- 


c 

_ 



NOONAN 

UR 

- 

S8-22 

Creek to 

3BO 

4 




3 

- 

- 

Lons Creek 

380 

_ 



NORTHWOOD 

UU 

- 

- 

Lagoon 

1,110 

7 




1 

- 

- 


0 

- 



OAKES 

MR 

- 

J484 

James River 

2,000 

0 




& 

- 

- 


2,000 

* 



0SNA8R0CK 

JU 



Land 

230 

7 








0 

_ 



PARK RIVER 

JM 



Lagoon 

15*0002 

L 








0 

- 



PARSHALL 

I4R 

- 

U1525-21 

Dry Creek to 

750 

7 




3 

- 

“ 

Shell Creek 

0 




PEMBINA 

JU 

- 


Pembina River 

515 

7 








0 

_ 



PETERSBURG 

UM 

- 


Land 

250 

7 




1 

- 

- 


0 

- 



PLAZA 

UR 

- 

- 

Lagoon 

350 

7 




3 

- 

- 


0 




PORTLAND 

UU 

- 

- 

Lagoon 

500E 

7 




** 

- 

“ 


0 

- 



POWERS LAKE 

MR 

- 

- 

Slough 

320 

4 




3 

- 

" 


300 

- 



RAT 

UR 

- 

- 

Overflow to land 

4 BO 

7 




3 

- 



0 

- 



REEDER 

m 

- 

X 

Creek 

290 

7 




4 

- 

- 


0 



F 

REGENT 

MR 

- 

J 1333. 4 

Cannonball River 

350 

4 




3 

- 

”239*1 


300 



t 

RICHARDTON 

UR 

- 

M1440.6-62 

Dry Run 

60C 

4 




3 

- 

”60 

- 

42C 



l 

riverdale 

UR 

- 

IU455 

Missouri River 

2,000 

7 




3 

- 

- 


0 

- 


! 

ROCK LAKE 

UR 

- 

- 

Land 

310 

7 




3 

- 

- 


0 

- 



ROLETTE 

UR 

- 

- 

Lagoon 

400 

7 

^Considerable ground »ater 



3 

** 

“ 


0 

- 

inf t Itnatlon » 

4 

HOLLA 

UR 

- 

- 

Lagoon 

1,100 

7 




3 

- 

- 


0 

- 


5 . 

RUGBY 

UR 

- 

- 

Land 

3,600 

4 




3 

- 

- 


1,800 

- 


fi 

RYDER 

un 

: - 

- 

Land 

390 

7 




3 

- 

- 


0 

- 


7 

SAINT THOMAS 

UU 

- 

- 

Land 

575 

7 




1 

~ 

- 


0 

- 


S 

SCRANTON 

UR 

- 

- 

Lagoon 

350 

7 




- 

• 

- 


0 

- 


S> 

SELFRIDOE 

UF 

t - 

X 

Creek 

320 

7 




3 

- 

- 


0 

- 


O 

SHERWOOD 

UR 

- 

X 

Deep River 

490 

7 




3 

- 

“ 


0 
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COMMUNITY SEWER 
OR 

SANITARY DISTRICT 
INSTITUTION 

COUNTY 

I960 

Population 

Estimated 

Population 

Served 

3 

S 

cc 

111" 

5:8 

Hvs 

AVERAGE 

DAtLY FLOW 
MGD 

HulQUI 

TREATMENT FACILITIES 



UNI 

NO. 

Average 

DailyFlo* 

MGD 

TREATMENT 

P.B, 

(1000's) 




3 

4 

$ 

6 

7 



SHEYENNE 

Eddy 

422 

mmm 


X 

X 

Lo 

1 



- 

- 


- 

0.460 



SOURIS 

Bottineau 

212 

200 

s 

X 

X 

Lo 

2 



- 

- 

D 

- 

0.300 



SOUTH VEST FARGO 

Cass 

3,328 


9 

0.200 

0.620 

Lo 

3 



- 

- 

- 

- 

7.290 



STANLEY 

Mountrail 

1,795 

1,690 

c 

X 

0.120 

Lo 

4 




" 

“ 

- 

X 

_ 


STANTON 

Mercer 

409 

500 

s 

X 

- 

None 

5 

STARKWEATHER 

Ramsay 

223 

200 

8 

X 

X 

Lo 

6 



- 

- 

- 

- 

0.250 



STEELE 

Kidder 

847 

780 

s 

X 

X 

Shell 

7 



- 

- 

- 

- 

0.700 



6TRASBUR0 

Emmons 

612 

520 

s 

X 

0.150 

ShCil Bo 

e 



- 

- 

- 

- 

1.500 



STREETER 

Stutsman 

491 

500 

s 

0.040 

0.150 

C1I 

9 



- 

- 

- 

- 

1.500 



TAYLOR 

Stark 

215 

180 

s 

X 

X 

Lo 

10 



- 

- 

- 

- 

0.260 



TIOOA 

Williams 

2,087 

1.8B0 

X 

X 

0.070 

ShClBo 

11 



- 

- 

- 

- 

1.000 



TOLNA 

Nelson 

291 

250 

s 

X 

X 

Lo 

12 



- 

- 

- 

- 

0.300 



TOIER CITY 

Casa 

300 

250 

s 

X 

X 

Lo 

13 



- 

- 

- 

- 

0.450 



TOWNER 

McHenry 

948 

600 

c 

X 

- 

None 

! 14 

TURTLE LAKE 

McLean 

792 

600 

s 

X 

0.060 

Lo 

15 



- 

- 

- 

- 

0.720 



TUTTLE 

Kidder 

255 

220 

s 

X 

X 

Lo 

16 



- 

- 

- 

- 

0,620 



UNDERWOOD 

McLean 

ei9 

800 

s 

X 

0.240 

Lo 

17 




i 

- 

- 

2.660 



UPKAM 

McHenry 

333 

290 

s 

X 

X 

Lo 

18 



- 

** 

- 

- 

KE2 



VALLEY CITY 

Barnes 

7,809 

7,030 

c 

X 

1.180 

Lo 

19 



- 

- 

- 

- 

13.900 



VELVA 

MoHenry 

1,330 

1,260 

c 

X 

- 

None 

20 

WAHPETON 

Rich Land 

5,876 

4,700 

c 

X 

0,700 

Lo 

21 



- 

- 

- 

- 

8.230 



WALHALLA 

Pembina 

1,432 

1,000 

c 

X 

- 

None 

22 

WASHBURN 

MoLean 

993 

1,200 

c 

X 

- 

None 

23 

WATFORD CITY 

McKenzie 

1,865 

1,680 

s 

0.070 

0.100 

Lo 

24 



- 

- 

- 

- 

1.500 



WEST FARGO 

Cass 

93 

120 

s 

X 

- 

None 

24 

WE5THQPE 

Bottineau 

824 

740 

8 

X 

- 

None 

26 

WILDROSE 

Will Ians 

361 

400 

8 

X 

X 

Lo 

27 




- 

- 

- 

BMI 



fILLISTON 1 

Williams 

11,866 

9,610 

c 

X 

0.800 

Lo 

! 28 



- 

- 

- 

- 

9.410 



WILLOW CITY 

Bottineau 

494 

410 

s 

X 

X 

Lo 

29 



- . • 

- 

- 

- 

0.700 



WILTON I 

leLean 

739 

500 

c 

X 

X 

CIBo 

30 




■ . 

* 

- 

1,000 




STATE 

YEAR 

NORTH DAKOTA 

1962 
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STATE 

1 YEAR 



NORTH DAKOTA 

1962 

PAGE 




DRAIN 

Ar.r 



RE. (BOD) 

" 



COMMUNITY. SEWER 






i . 



OAol IN 

WATER- 

DISCHARGE 


VK 


Line 

wo. 

OR 


— 

■a 


SANITARY DISTRICT 



COURSE 

MILEAGE 

TO 


II 

| REMARKS 


INSTITUTION 



DIS- 

M • 







CHARGED 

%£ 





■ 



WASTE 

Ol,< 



9 


EE3 

U 

12 

13 

IEQ 


1 

SHEYENN0 

uu 

_ 

X 

Sheyenne River 

36C 

1 


2 


I 

- 

- 


C 

- 



SOURIS 

MR 

- 

X 

Bouhdary Creek 

20C 

7 




3 

- 

j 


C 

- 


3 

SOUTH WEST FARGO 

UU 

- 

R273-26 

Sheyenne River 

1,600 

7 


4 


1 

- 

- 


0 

- 



STANLEY 

UR 

- 

- 

Lagoon 

1,520 

7 




3 

- 

- 


0 

- 


5 

STANTON 

« 

- 

M1440.6- 

Knife River 

500 

0 




3 

- 

3.5 


500 

- 


<> 

STARKWEATHER 

UR 

- 


Land 


7 




5 

- 



fmMiM&mx 



7 

STEELE 

IR 

- 


Land 


4 




3 





- 


a 

STRA3BUR0 

iR 



Land 


4 




5 





- 


9 

STREETER 

UR 

, 

_ 

Land 

immM 

4 


10 


& 

- 

- 



* 


TAYLOR 

UR 

- 

X 

Spring Creek 

100 

7 




3 

- 

- 


0 

- 


11 

TIOGA 

UR 

- 

H1590-34 

Snail Creek to 

1,000 

4 




3 

- 

- 

Beaver Creek 

800 

- 


12 

TOLNA 

UU 

- 

- 

Land 

250 

7 




1 

- 

- 


0 

- 


15 

TOWER CITY 

UU 

- 

X 

Maple River 

250 

7 




1 

- 

- 


0 

- 


14 

TOWNER 

UR 

- 

SI02 

Souria River 

1,600 

0 




3 

- 

~ 


1,600 



15 

TURTLE LAKE 

UR 

- 

- 

Lagoon 

2,100 

7 




3 

- 

- 


0 

- 


16 

TUTTLE 

UR 

_ 

_ 

Land 

220 

7 




3 

- 

- 


0 

- 


17 

UNDERWOOD 

UR 

. 

W1446-15 

Dry Creek 

8B0 

7 




3 

- 

- 


0 

- 


18 

UPHAM 

UR 

- 

X 

Cut Bank Creek 

290 

7 




3 

- 

- 


0 

- 


19 

VALLEY CITY 

UU 

- 

R273-253 

Sheyenna River 

8,570 

7 




1 

** 

- 


0 

- 


20 

VELVA 

UR 

_ 

SL78 

Souria River 

1,320 

0 




3 

- 

- 


1,320 

- 


21 

WAHPETON 

UU 

- 

R392 

Red River 

4,240 

7 




l 

- 

- 


0 

- 


22 

WALHALLA 

UU 

- 

R3-8B 

Pembina River 

1,100 

0 




1 

- 

- 


MOO 

• 


23 

WASHBURN 

UR 

_ 

UL418.5 

Uis9ouri River 

1,200 

0 



3 

- 

- 


1,200! 

- 


24 

WATFORD CITY 

UR 

_ 

- 

Lagoon 

1,300 

7 




3 

- 

- 


0 

- 


n 

WEST FARGO 

UU 

- 

X 

Sheyenne River 

X 

0 




l 

- 

- 


X 

- 


26 

IESTH0PE 

UR 


S15-3 

Small Creek to 

500 

0 



3 

- 

- 

Souria River 

500 

- 


27 

WILDROSE 

UR 

- 

- 

Lagoon 

400 

7 




3 

- 

- 


0 



28 

SILLISTON 

UR 

- 

M1644.2 

Missouri River 

6,810 

7 



3 

* 

- 


0 

- 


29 

WILLOW CITY 

UR 

3 


X 

Willow Creek 

410 

0 

7 


JO 

WILTON 

UR 

3 


U1380-24 

Burnt Creek 

640 

450 

4 
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u 


[year 


'■■BSP 


1262 

PAGE 


OR 

SANITARY DISTRICT 
INSTITUTION 


COUNTY 


I960 

Population 


Estimated 

Population 

Served 


£ 

SS3o 


Average 

|DailyF)ow| 

MGD 


Dej'd 

For 


TREATMENT FACILITIES 


TREATMENT 


P.E. 

( 1 OOP's) 


LlH 1 

NO 


IIMBLEDON 

two 

IISHEK 

ZAP 

ZEELAND 

JAMESTOHM 
State Hospital 
MAH DAN 

State Training Sch. 
BAM HAVEN 

State T. B, Hospital 


Earnes 

Burlaigh 

He Intoah 

Hercar 

Holntoah 

Stutstsan 

Morton 

Rolette 


402 
- 303 
i,290 
339 
427 


35C 

270 

1,250 

300 

500 

2,373 

250 

300 


1 

X 

X 

0.030E] 


x 

X 
X 

0.490 

0,100 

1.500 

x 

X 

0.020| 

x 

O.4B0 

5.620 


Os 

Lo 

Lo 

CiBo 

CiLo 

Lo 

Nona 

CiBo 


1 

2 

y 

4 

* 

6 

7 

a 

9 

ID 


U 

U 

13 

14 


13 
16 
IT 
It* 
19 
2 C 

21 

22 

23 

2-4 

29 
26 
2t 
2« 
19 

30 
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LINE 

NO. 


COMMUNITY. SEWER 
OR 

SANITARY DISTRICT 
INSTITUTION 


DRAIN 

AGE 

BASIN 


10 


WATER- 

COURSE 

MILEAGE 


n 


STATE 

| YEAR 

| PAGE 7 of 7 

WORTH DAKOTA 

1962k. i 



DISCHARGE 

TO 


12 


p.e. mot)) 


UN- 
TREATED 
WASTE 


DIS- 
CHARGED 
WASTE 


B 


remarks 


11 


1 

2 

3 

4 

5 

6 

7 

8 

9 

10 

11 

12 

13 

14 

15 


WIMBLEDON 

WINO 

WISHER 

|ZAP 

ZEELAND 

I JAMESTOWN 
jstato Hospital 
MANDAN 

[State Training Sch. 
SAN HAVEN 

[State T. B. Hospital 


11273-276-29 


U1440.6- 

38 * 6-11 


111373*3-8 
S57-55 


Baldhill Creek 
Lend 
Lagoon 
Spring Creek 
Lagoon 
James River 
Heart River 
WilLow Creek 


600 

300 

270 

0 

1,490 

0 

300 

200 

500| 

0 

2,375 

0 

550 

550 

300 

250 


16 

17 

18 

19 

20 


21 

22 

23 

24 

25 

26 

27 

28 


29 









The data for this State have been collected 
with the helpful cooperation of the: 


South Dakota State Department of Health 
Division of Sanitary Engineering 
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INVENTORY OF MUNICIPAL WASTE FACILITIES 


STATE 

SOUTH DAKOTA 


line 

NO. 

COMMUNITY, SEWER 
OR 

SANITARY DISTRICT 

institution 

DRAIh 

AGE 

BASth 

J- 

1 WATER- 
COURSE 
MILEAGE 

DISCHARGE 

TO 

P.E. (HOD) | 

■mi 

Ma 

Mi 

' Su 

DIS- = s 

CHARGED c-3 
WASTE 


9 

m 

IIE 


12 

■■ma 

< 

ABERDEEN 

Mf 

- 

J37Q-43 

Uooasdln Creek 

IKK!EI 

2 


6 

- 

- 


i EX 


AKA SKA 

KB 

* 

URI225E-xx 

Stan Creek 

scM 


alcester 

4 

MR 

_ 

BS41 .8-20 

Brule Creek 

■i 

4 


7 

- 

- 


75E - 


Alexandria 

UR 

- 

J 124-6 

Pier"* Creek 

700E 4 

3 


6 


* 




ANDOVER 

MR 

_ 

J338-4r 

Creek 


6 


6 

- 



vs 


ARLINGTON 

UR 

- 

X 

Small Creek 

Wm&Ir^. flTiI A WM 

7 


7 

- 

~ 




ARMOUR 

UR 

- 

M897-55 

Choteau Creek 


g 


4 

- 

- 


Ell 


artas 

MR 

- 

UR1275E-XX 

Spring Creek 

05 7 



4 

- 

- 


X 


artesian 

UR 

- 

JI70-I0 

Small creek 

320E 0 



6 

- 

- 


320B - 


ASHTON 

UR 


J315 

James River 

150E 0 

11 


6 


* 


150E - 1 


AVON 

HR 


1897-10-10 

Choteau Creek 




1 




si 

1 2 

BALTIC 

HR 


IR762.3- 

Big Sioux River 

270 7 





IS30E 


K 

13 

BELLE FOURCHE 

MR 


HI 163. 8- 

Belle Fourcbo River 

> 



4 


15.6-150 


X 

• 

BERESFORD 

UR 


HS06.1-33- 

Aoh Creek 

X , 750E 7 



12 


L5 


150E - | 

5 

BISON 

HR 


11230,5- 

Thunder Butte Creek 

450E 1 



l 


L69.5-45 



6 

BONESTEEL 

HR 

1 

1941-10 

North Scalp Creek 

430 7 



\ 

- 



X 

~r 

BOWDLE 

m 

k 

1228-50 

Swan Creek 

670E 7 




- 



50 E - 

.0 

BRIDGEWATER 

m 

J 

183-23 1 

Volf Creek 

690E 0 



b 

- 



690 E - 

LS? 

BRISTOL 

HR 


1 

Landlocked lake bed 




b 




200 E - 

zo 

BRITTON 

HR 


1 

Landlocked lake bed 

2,000 7 



b 




0 - 

21 

BROOKINGS 

HR 

I 

3S27B-4 1 

Six Mile Creek 

10, 500E 7 



7 




1.600S - 

2Z 

BRYANT 

UR 


- 

Landlocked slough 

520E - 



7 

- 1 

- 


400S - 

23 

BUFFALO 

UR 

- ! 

U 1253. 6- 

South Fork Grand River 

650 7 



4 

- 

209-17 


t 

2^1 

BURKE 

UR 

- 

U940-30 

Branch of South Fork of 

975 7 



4 

- 

! 

Whetstone Creek 

X 

25 

CANISTOTA 

UR 

- 

U806.1-70- 

Small creek to West Fork 

BODE 4 



12 


36 

of Vermillion River 

600E - 

26 

CANOVA 

HR 

- 

MRB34,b-SB3 

Creek to Wolf Creek 

240 7 



6 

- 

-50E 


X 

27 

CANTON 

UR 

- 

BS127.1 1 

Big Sioux River 

2,500 7 



7 

- 

- 


X 

28 

CARTHAGE 

UR 

- 

J 109-37 

Redstone Creek 

360E 4 



6 

“ 

- 


25QS - 

29 

CASTLE WOOD 

HR 

- 

BS335 

Big Sioux River 

1,050 7 



7 

- 

- 


X 

30 

CENTERVILLE 

MR 

- 

M806* 1-40 

Vermillion River 

870E 7 



12 

- 

- 


X 


1962 


PAGE 1 Of 7 


REMARKS 


15 


187 
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OR 

SANITARY DISTRICT 
INSTITUTION 


CHAMBERLAIN 

CHANCELLOR 

CLAREMONT 

CLARK 

CLEAR LAKE 

COLWAN 

COLOME 

COLTON 

CONDE 

CORSICA 

CRESBARD 

CUSTER 

DEADWOOD 

DELL RAPIDS 

DE SUET 

DOLAND 

DUPREE 

EAGLE BUTTE 

EDEN 

EDGEUONT 

ELK POINT 

ELKTON 

EMERY 

ESTELLINE 

EUREKA 

FAITH 

FAULKTON 

FLANDREAU 

FORT PIERRE 

FRANKFORT 


Fall River 

Union 1 

Brookings 

Hanson 

HamUn 

MoPheraon 

Meade 

Faulk 

Moody 

Stanley 

Spink 


j Dcs'd 

5 & 1 For 

I960 Estimated fe w 2 

ipulaion Population , ^ 

Smed 

> < Ol PX 

£|J3 < Q | (lOOO’s) 


STATE 

YEAR 


1962 


TREATMENT FACILITIES 

TREATMENT 


Brule 

2,59? 

2, 55C 

Turner 

214 

200 

Brown 

247 

240 

Clark 

1,484 

1,460 

Deuel 

1,137 

1,135 

Moody 

505 

500 

Tripp 

393 

380 

Minnehaha 

593 

5B0 

Spink 

308 

380 

Douglas 

479 

470 

Faulk 

229 

225 

Custer 

2,105 

3,500 1 

Lawrenoe 

3,045 

4,100 : 

Minnehaha 

1,863 

1,850 

Kingsbury 

1,324 

1,300 ( 

Spink 

481 

480 £ 

Ziebach 

548 

540 S 

Dewey 

495 

1,200 S 

Marshall 

136 

125 S 


3.35CI ; 
0.030 Lo 
0*020 _ 

0.040 Lo 
0.260 .. 

0,120 cm 
1.500 . 
0.250 Lo 
1.200 , 
0,060 
0.800 .. 

0,060 lo 
0.400 

0.070 lo 
0,620 

0,400 Lo 
0.500 .. 

0.080 lo 
0.600 


„ UUVUi*- 

3.500 _ 

None 


1.000 „ 

None 


0.600 .. 
0.400 
i.9oo _ 


CmDohmrBo 


0.250 , 

1*760 S 0,200 0.300 L d 

0.200 _ 

1,350 S 0.100 0,200 Lo 

1.600 _ 

620 S 0,040 0.067 CIB . 

0.900 . 

500 S 0.040 0.030 C1B _ 

0.400 _ 

720 S 0.050 0.066 clBo 

0.600 

«,550 8 0.120 - 


o.ioo : u 


_ 580 CS 0.040 0.040 cirtnBo 

1,050 S 0.080 0,060 L( . 

0.900 

2.1008 O.ICO 0.200 SMpMrCpDrBo 
2,5008 0.150 - Nona 

230 C 0.015 - H " 
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INVENTORY OF MUNICIPAL WASTE FACILITIES 


COMMUNITY, SEWER 

LINE OR 

NO SANITARY DISTRICT 
INSTITUTION 


FREDERICK 

2 FREEMAN 

3 garretson 

4 GARY 

5 GEDDE3 

6 GETTYSBURG 

7 GLENHAU 

8 GREGORY 

9 GROTON 

10 HARTFORD 

11 HAYTI 

12 HECLA 
^ HERREID 

14 HIGHMORE 

15 HILL CITY 

16 HDSMER 

IT ROT SPRINGS 

18 HOVEN 

19 HOWARD 

20 ImJDSGN 

21 HUMBOLDT 

22 HURLEY 

23 HURON 

24 IPSWICH 

25 IRENE 

26 IROQUOIS 

27 ISABEL 

28 JAVA 

29 JEFFERSON 

30 KADOKA 


DRAIN 

AGE 

BASIN 

WATER- 

Maj. c , 

Min, Suh 

COURSE 

MILEAGE 

10 10a 

1 1 


DISCHARGE 

TO 


MR - J429-45-5 Maple River 

6 - - 

HR - H806.1-38- Turkey Ridge Creek 

12 - 34 

MR - BS154-25 Split Rook Creek to 

7 _ _ Biff Sioux River 

UU - x Laughing Water Creek 

4 ~ - 

MR - M934-12 Pease Creek 

4 - - 

UR - H1138-60 OkoboJo Creek 

4 - - 

HR - HJU240E-xx Blue Blanket Creek 

4 - - 

HR - H89L.6-75 Ponca Creek 

5 - - 

HR - J338-36 Mud Creak 

6 - “ 

MR - BS161 ,2-lQ Skunk Creek 

7 - - 

Mr » x Waateway from Harsh 1 

- - 

MR - MR834.6- J*®* 3 River 

6 - J450E 

HR - H12S4-18 Spring Croek 

4 *■ - 

HR - JB92-120 Turtle Croek 

6 - - ■ 

HR - H1163.8- Spring Creek 

4 - 170.7-60 


Mud Creak 


Waotavay from Harsh Lake 
James River 


Spring Croek 
Landlocked slough 


4 - - 

HR * UU63.8- Fall River 

4 - 236-6 

UR - U113B-100 Okobojo Creek 

4 - - 

HR - US06.1-70- East Branch of West 


12 - 66 
HR - BS93.7 


Vermillion River 
Big Sioux River 


P.H, (BOD) | 

UbL Z 
TREATED _£ 
WASTE o p 

DIS- -3 s 
CHARGED 
WASTE 


375E 0 
375E - 
1 ,600E 7 
150E - 
840E 7 
BOE - 

460E 2 
320E - ; 
370E 7 

1,940 7 

L2C 7 

I.450E 4 
1 1 IOOE - 

1,060! 7 
1001 - 
680E 7 
125E - 
400 7 


760B 2 
500E - 
1,070E 0 
l t 070E - 
410 7 

430E 7 
300E - 
4,900 7 
450 - 


l,20OE 7 


REMARKS 


lUR - BS161 .2-20 Skunk Creek 

HR - HBOb. 1-55-5 Small creek to 

12 m 5 Vermillion RLv 

UR - J222 James River 

6 - - 

HR - J300-90 Small creek t< 

t, „ . Nixon River 

HR - H806.1-6-L7 Drainage Ditct 

12 - -10-3 Turkey Creek 

UR - J212-3-27 South Fork of 

L » Pearl Creek 

MR - 1U1230.5- Red Earth Cre 

4 - U8.5-25 


Vermillion RLvar 
James River 


UR - WR775E Missouri River 
4 - - X 

HR - H1116.4- Tributary of WILlov Creek 

4 - U4.5-20 to Bad River x 


42,700* l *81,000; **16 r 4QO in fall And 

8,600** - early winter. 


Small creek to 

1,100B 

Nixon River 

200B 

Drainage Ditch if 1 to 

3B0E 

Turkey Creek 

60E 

South Fork of 

3B0S 

Pearl Creek 

3Q0E 

Red Earth Creek 

480E 

50E 

Swan Creek 

400S 

280E 
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INVENTORY OF MUNICIPAL WASTE FACILITIES 

rSTATB 


SOUTH DAKOTA 


wn. ([tor)) | 

I t M ^ 


1962 PACiK 














INVENTORY OF MUNICIPAL WASTE FACILITIES 








INVENTORY OF MUNICIPAL WASTE FACILITIES 


SOOl'H DAKOTA 


PKAJN 

community, si;\vi-u jAsjn 
n R ^r m 

SANITARY DISTRICT 

INSTITUTION . ‘ 


NEW UNDER tf 000 
5 N ISLAND 


i - Ml 163 . 0 - Oootlsnan Greek to 
1 15 , 6 - 90-12 Hn I r o Foiiraho River 

- MEU 160*0 Bowlder Crook 

- C1U.5J2-20G 

* MU 6 H. 13 - Bello Fouroho River 

- 1 15,6-120 

** - Land looked a tough 


1962 PACK 5 of 7 



rt PARKER 
7 PARK3T0N 


9 PICK9T0WN 

10 PIER PONT 

11 PIERRE 

12 PLANK INTON 
*3 PLATO 

14 POLLOCK 

15 PRESIIO 

16 PUKffANA 

17 RAPID CITY 
IM RBDFIELD 
19 RELIANCE 


20 foosCOli 


21 R03IIQLT 

22 R03LVN 


Draw to Cottonwood Lake 

NG06, 1-70-4 Kent Fork of 

Vermillion Rivor 
MGOO.l-YO-l Pony Crook 

Mi 116.1 -127 Dad Rivor 


W33B-40 


Mi i 17*3 


Missouri Rivor 


Miaaouri River 
| Below Onbo Dam 

Draw to Enemy Crook 


M956-15 Tributary to 
Platte Rivor 

M12G1-10 Spring Creek to 
Ooho Roeorvoir 
M1067-50 Mediates Crook 

Ml0i2.9~30 Amorioan Croek 


Ml 163,0- Rapid Creek 

166.2-13.3 

J292.2 Turtlo Crook 

1R1000B American Crow Creek to 

Fort Rand'll l Reservoir 

J300-L0-20 Nixon Rivor to 

-00 Jamea River 

R394-32-3 Cottonwood Slough 


1 , LOOE 7 
200E - 
1»800E 7 
200E - 

1,110 7 


10,0008 0 
10,0008 - 

610E 2 
450E - 

l, 150E 7 
250E - 
GOOE 7 


45,OOOE 7 
7,OOOE - 

3, 540E 7 
200S - 
200 7 


23 SAINT LAWRENCE 


Turtle Creek 


21 SALEM 
23 SCOTLAND 


MS06.1-70 Snake Croek 
-13 

J33-6 Dawson Creek 


1, 1006 1 
700 E - 
1,100S 7 


26 SELBY 


- U1229-20 Swan Creek 


27 SIOUX FAl.LS 
2fl OIC3ETON 

29 BPEARFI8H 

30 SPENCER 


Big Sioux Rivor 


Little Ulnnoaota Rivor 


- J03-47 


Bpearlish Crook 


Wolf Crook 


325,000 7 
13,500 - 
3,300E 7 
200E - 

3,650B 7 <*Mt 163. 8-115. 6-118.2-9 .7-9* 7 

700E - 
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COMMUNITY, SFAVER 
OR 

SANITARY DISTRICT 
INSTITUTION 


INVENTORY OF MUNICIPAL WASTE FACILITIES 


I960 

Population 


SPRINGFIELD 

STICKNEY 

STURGIS 

SUMMIT 


Bon Hotae 
Aurora 
Ueo.de 
Roberts 
Bon Nomine 


TIMBER LAKE 

Devoy 

TRIPP 

Hutchinson 

TYNDALL 

Bon Hoame 

VALLEY SPRINGS 

Uinnahaha 

VEBLEN 

Marshall 

VERMILLION 

Clay 


STATE 

YEAR 


SOUTH DAKOTA 

1962 

PAGE 6 of 7 


Des'd 

m % Por 

Estimated ^ w 2 Average 

Population 5 O ^ DiilyFlow 

Served S S Q -MSB-, 

& £ < 5 P.E. 

^ <0 2 (loop’s) 

r 6 ? 


1,10C S O.IOC 0.20C Lo 
1.9QC . 

450 S 0.025 0.108 ciFtrCpBo 
0.600 „ 

6,000 S 0.600 0.500 SchCmFtrCtnDchmBo 
5.000 _ 

2S0 S 0.020 0.040 Lo 
0.320 _ 

370 S 0.020 0.040 Lo 
0.500 _ 

620 S 0.04C x nlBo 


S00 S 0.070 0.045 ptrBo 

- 1.300 _ 

1,200 S 0,080 x Ci 

- x 

470 S 0,030 x Lp 

0,580 _ 

4308 0.050 0.050 ciBoLo 

0.500 

6 P 100 S 0.50C - None 


TREATMENT FACILITIES 


TREATMENT 


VIBORQ 

Turner 

VOLOA 

Brookings 

WAGNER 

Charlos Mix 

WAKCNDA 

Clay 

WALL 

Pennington 

WATERTOWN 

Codington 

WAUBAY 

j Day 

WEBSTER 

Day 

WESSINGTON 

Beadlo 

WESSIN0TON SPRINGS 

Jerauld 

WHITE 

Brookings 

WHITE LAKE 

Aurora 

WHITE RIVER 

Mellette 

WHITEWOOD 

Lawrence 

WILLOW LAKE 

Clark 


690 S 0,060 0,060 dFtrCpBo 
0,700 


fOLSEl 

WOONSOCKET 


Roberts 


Beadle 

Sanborn 


760 S 0,090 O.UO 
3.000 


CiFtrCpBoLo 


0.110 0,150 QhLo 

2.100 _ 


620 S 0.040 0,200 Lo 

1,000 _ 

14,000 S 2.920 ^4,040 ShCmFthrCmDogrartLo 

850 S 0,050 0.080 clBo 

0.800 _ 

2,400 S 0,150 0,500 Lo 

3.300 _ 

370 C 0.020 x Lo 

- X 

l f 4B0 S 0.100 0.400 Lo 

2.000 _ 

410 S 0.030 0.029 ciFtnCpBo 
0.600 

390 S 0.030 x clPfl 

- - - x 

580 S 0.035 0.100 , 0 

0.500 

460 S 0.030 0.080 Lo 

0,420 „ 

460 S 0,030 0,050 ci0o 
0.600 M 

540 S 0.040 0,150 Lo 

0.750 _ 

3,500 S 0.250 0.288 ShCmFtrCmDohnaBo 
3.000 _ 

350 9 0,020 Hone 

800 C 0,050 - Hq na 
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STATE 

YEAR 

SOUTH DAKOTA 

1962 


OR 

SANITARY DISTRICT 
INSTITUTION 



INVENTORY OF MUNICIPAL WASTE FACILITIES 


I960 Estimated 

Population 


TREATMENT FACILITIES 


treatment 


PL AK INTON 

State Training Sohl, 
REDFIELO* 

SANATOR 

State T. B. Hospital 





Yankton 

9,279 

10,800 

Aurora 

200 

200 

Spink 

1,200 

1,200 

Custer 

300 

300 


® J O ! 

> < O P li. 
<02 (1000’s) 


0,010 0,030 ShCiFtrCpBo 
0.200 „ 

0.120 0.270 lo 
2.100 - 

0.020 0.080 ShCmFtrCpEgDrBo 
0.400 



l Qfl 










